ih * 
LGU MELIAE LEGO LL LAG MLELL YG 


eee . 
Meter nl UOTE 
0 1 


PSALMES 
OF DAVID, 


In Scottiſh meter: 


AFTER THE FORME 


that they are vſed to bee 
ſung in the Kirke of Scotland. 


51 1 4 is Pl p # 4 74 nr 


SITS ST 


—ů — — — ——— 


I AMES 5. 


(44841 
me 
I : 
. — { 
£ link: 


IO OF „% APA 


ll 
bt 


Is any among you affliited? let him pray. 
Ii awy merrie ſ let himſing Pſalmes, 


iſa 
ul 


err 


EDINBVRGH, 
Printed by the Heires of Andro 
Hart. ANNo DoM. 1625. 


— 


ill E USL lil Wb = 
2 4 VEL 


NN — W W 


5 


2 


CY 


4 | 
"#> ve ata 


CAD ATA N N 
ee 


Tas CE 
p S AL MES OE 


= D A Y 1 D. 


PSALME I. 1} 4 But lee that in the Heaven dwelleth, 
; | their doings will deride: 
HE man is bleſt that hath not bent, And make them all like mocking ſtockes, 
to wicked rede his care; through-out the world ſo wide. 
Nor led his life as ſinners doe, 
nor (ate in ſcorners chaire. 5 For in his wrath the Lord will (peake, 
2 But in the Law ofGod the Lord, to them vpon a day: 
doeth fer his whole delight: And in his furie trouble them, 
And in that Law doeth exerciſe, and then the Lord will ſay, 
himſelfe both day and night, | 6 I haue anoyuted him my King, 
| vpon mine holy hill: 
3 Hee ſhall bee like the tree that grow'th, I will therefore, Lord, preach thy Lawes, 
faſt by the river ſide: ' and eke declare thy will. 
Which bringeth foorth moſt pleaſant fruite, 
in her due time and tide. 7 For in this wiſe the Lord himſelfe, 
Whoſe leafe ſhall neuer fade nor fall, did ſay to mee, I wore: | : 
but floriſh ill and ſtand: | Thou art wy deare and onelie Sonne, 
Even ſo ſhall all thinges proſper well, this day I thee begote. 
that this man takes in hand, 1 All people 1 will giue to thee, 
as heres at thy requeſt: i 
4 So ſhall not the vngadlie men, The endes and coaſtes of all che earth, = of 
they ſhall bee nothing ſo: by thee ſhall bee poſſeſt. 2 
But as the duſt, which from the earth, a ; p 
the winde dtiues to and fro. 9 Thou ſhalt them bruiſt euen with a macsy % 
5 Therefore ſhall not the wicked men, as men vnder foote trode: 
in judgement ſtand vpright: And as the porters ſharde ſhall breake, 
Nor yet the finners with the 1uſt, them with an yron rode. 
4 hall come in place or ſight. 10 Now yee, O kinges and rulers all, 
f bee wiſe therefore, and learnde- 
| 6 For why ? the way of godly men, | By whom the matters of the world 
; a Ry _ the Lon Vs knowae: bee judged and diſcernde, 
£ elke the way of wicked men, | 
* 11 See that yee ſerue th: Lord abous, 
| ſhall quyre bee ouer-throwae. | in — and in feare: 
5 5 * . vc wich reuerence yee rej oyce, 
to him in like manner. 
PSALME II. | 12 Seethar yee kiſſe and eke embrate, 
; a | his bleſſed Sonne, I ſay: 
W H did the Gentiles tumultet raiſe, Leſt in his wrath yee ſuddenly, 
what rage was in their braine : periſh in the mid Way. 
why did — 14 people muſe, 
ſeeing is bur vaine. If oace his wrath never fo (mall 
2 The Kinges and Rulers of che earch, ſhall kindle in his breſt: 
conſpire, and are all bent, ; 13 Oh, then all they that cruſt in Cheilt, 
Againſt the Lord, and Chriſt his Sonne, ſhall happis bee and bleſt. 
, Whom hee among vs ſent. 
3 Shall wee bes bound to them? ſay they, PSAL 
let all their bondes bee broker 
And of their doctrine and their 


let vs rejeRt dis yoke.” _ 


PSALME 


PSALME IIl, 


Lord, how are my foes increaſt, 
which vexe mee more and more: 
They kill mine lieatt, when as they (ay, 
God can him not reſtore, 
2 But thou, O Lord, art my defence, 
when lam hard beſtead: 
My worſkippe and mine honour both, 
and thou holdſt vp mine head. 


4 Then with my voyce vpon the Lord, 
did both call andccry: 
And hee out of his holy Hill, 
did hate mee by and by. 
5 I laide mee downe, and quietly, 
] flept, and roſe againe: 
For why? | know aſſuredly, 
the Lord will mee ſaſtaine. 


6. If ten thouſand had hemde mee in, 
I could not bee afraide: 
For thou art ſtill my Lord, my God, 
my Saviour, and mine aide. 
7 Riſe vp, therefore, ſaue mee my God, 
for now to thee | call: 
For thou haſt broke thee cheekes and teeth; 
of theſe wicked men all. 


8 Salnation onely doeth belong, 
to thee, O Lord, aboue: 
Thou doeſt beſtow vpop thy flocks, 
thy ble ſſing and thy loue. 


— — 


PSALME IV. 


20 D that art my righteouſneſſe. 
Lord heare mee when | call: 
Thou haſt ſet mee at libertie, 
when | was bounde and thrall. 
2 Haue mercie, Lord, therefore on mee, 
and graunt mee this requeſt: 
For vnto thee vnceſlantlie, 
to cty I will nut reſt, 


— —„— — 


1 


mne 


3 O mortall men how long vvill yeez 
my glorie thus deſpiſe ? 

Why wander yee in vanitie, 
and follow after lies ? : 

4. .Know.yee that godd and godlie men, 
the Lord doeth take and cle: 

And whento him | make my plant, 
hee doeth mee not refuſe., 


5 Sinne not, but ſtand in avve therefore, 
examine well your heart: 

And in your chamber quietlie, 
fee yee your ſelues conuert. 


6, Offer to God the ſacrifice, 
of righ ee, I (ay, 
And lookez the lining Lord, 


you put your truſt alvyay. 


But, Lord, graunt vs thy countenance, 


111: IV. V. 


thy fauour and thy grace. 

8 Por thou thereby ſhalt make mine heart, 
more joy full and more glad: 

Than they that of their corne and vine, 
full great increaſe haue had. 


9 In peace therefore, lye dovvne will I, 
taking my teſt and ſlee pe: 

For thou onelie wilt mee, O Lord, 
alone in ſaftie kcepe. 


— —— — 


— 


PSALME V, 


9 thine eares vnto my vvordes, 
O Lord, my plaint conſider: 
2 And heare my voyce, my King wy God, 
to thee I make my prayer. 
3 Heare mee betime, Lord, tarie hot, 
for Iwill haue teſpect: 
My prayer eatlie in the motne. 
to thee for to direR, 


4 And I will eruſt through patience, 
in thee my God alone: 

That art not pleaſde with vvickedne ſſe, 
and ill with thee dwell'ih none. 

5 And in thy ſight ſhall neuer ſtand, 
theſe furious fooles, O Lord: 

Vaine vvotkers of iniquitie, 
thou haſt alwayes abhord. 


6 The ly ars and the flat erers, 
thou ſhalt deſttoy them than: 

And God will hate the blood · chitſtie, 
and the dece it full man, 

7 Therefore vvill | come to thine houſe, 
truſting vpon thy grace: 

And reverentiy will vyorſhippe thee, 
toyyard thine holy place. 


8 Lord lead mee in thy righteouſne fe, 
for tg confound my foes, 

And elce the way that I ſhall wallce, 
before my face diſcloſe. 

9 For in theit᷑ mouthes there is no trueth,- 
the t heart is foule and vaine: 

Their throate an open ſepulchte, 
theit tongues doe gloſe and faine, 


| 10 Deſtroy their falſe conſpiracies, 


that they may come to, nought: 

Subuert them in their heapes of ſinne, 
vvhich haue rebellion vrovght, 

1 1 But thoſe that put their truſt in thee, 
let them bee glad alwayes: 

And render thankes for thy defence, 
add giue thy Name the praiſe, 


12 For thou with favour wilt increaſes. - 


the juſt and righteous ſtill: 


| And with thy grace as witha ſhicld, 


The greater (ſort eraue worldlie goods, 
1 — 


defend him from all ill. 


2 


P3$ALME VI. 
O RD in thy wrath reproue-mee not, 
though 1 deſerue thine ire: 
Nor yet correct mee in thy rage, 
O Lord, I thee deſite. 
2 For | am weake therefore, O Lord, 
of mercie mee forbeare: 
And heale mee, Lord, for why? thou knowſt, 
my bones doe quake for feare. 


3 My ſoule is troubled very fore, 
and vexed vehemently; 
But, Lord, hovv long vviltthou delay, 
to cure my miſerie. 
4 Lord, turne thee to ihy vvonted grace, 
my filly, ſoule vp-take: . 
Oh, faue mee not for my delertes, 
but for thy mercies ſake. 


x For why ? no man among the dead, 
remembreth thee one vvhit: 

Or vvho ſhall vyorſlippe thee, O Lord, 
in the infernall pit ? 

5 So bee is. my plaint and mone, 
that I vvaxe vvondrous faint: 

All the night long | vvaſh my bed, 
vvith teares of my complaint, 


7 My ſight is dimme and vvaxeth olde, 
vvith aoguviſh of mine heart: 

For feate af thoſe that bee my foes, 
and dvduld my ſoule ſubdert. 

$ But novy avvay from mee all yee, 
that vvorke iniquitie: 

For vvhy ? the Lord hath heard the yoyce, 
ot my complaint and crie, 


9 Hee heard not onely the requeſt, 
and pray. r of mine heart: 
But it receiued at mine hand, 
and tooke it in good part, 
10 Ani novy my foes that vexed mee; 
the Lord vvill ſoone defame: 
And ſuddenly confound them all, 
to their tebuke and ſhame, 


FiAtr MB VI: 


O Lord my God, I put my truſt, 
and confidence in thee: 
Saue mee from them that mee purſue, 
and eke deliuer mee. 
2 Leſt like a lyen hee mee teate, 
and rent in pieces ſmall: 
Whilſt there is none to ſuccour mee, 
and ridde mee out df thikll, 


3 0 2 * i 
the | 

ge ele it 1 Ke 

* orgniltying 


| 


PSALME VI. v. 
4 Or to my friend revvarded euill, 


| 


| 


or lett him in diſtreſſe: 
Which mee purſude moſt cruelly, 
aad hated mee cauleleſſe. 


5 Then let my foes purſue my ſoule, 
and ke my lite dovyne thruſt, 
Vnto the Earth, ard allo lay 
mine honour inthe duſt. 
6 Start vp, O Lord, novv in thy wrath, 
and put my foes to paine: 
Performe thy Kingdome promiſed, 
to mee yyhich vviong ſuſtaine. 


7 Then ſhall great Nations come to thee, 
and knoyy thee by this thing: 
If thou declare for'loue of them, 
thy ſelſe as Lord and King. 
8 And thou that art of all men judge, 
O Lord; novy judge thou mee: 
According to my righteouſneſſe, 
and mine integtitie. 


9 Lord, ceaſe the hate of vvicked men, 
and bee th: juſt mans guide: 

By vvhom the ſectetes of all heartes, 
are ſearched and deſcride. 

10 I rake mine helpe to come of God, 
in all my gie fe and ſmart: 

That doeth preſerue All thoſe that bee 

ol pure and perfect heart. 


11 The juſt man and the vvicked both 
God judgeth by his povver: 

$0 that hee feeles his mighty hand, 
euen euery(day and houre. 

12 Excepz hee change his minde, I die, 
for euen as hee ſhou'd limite, 

Hee yvhers his ſyvord, his bod hee bends, 
aiming vyhere hee may hit, 


13 And doeth prepare his mortall dartes, 
| his ariowes keene and ſharpe: 
For them that doe mee perſecute, 
vrhiles hee doeth miſchiefe Warpe, 
14 Butloe, though hee in trauell bee, 
ol his dewiſihfore.caſt: 
And of his miſchiefe once conceiu'd 


yet bringeth foorth nought at laſt. 


15 Heedig'th a ditch, and delu'th deepe; . 
in hope to hurt another: | 
But hee ſhall fall into the pit, 
thathee digg'd vp for other, 
16 Thus wrong returneth to the hurt 
of him in yvhom it bred: 
And all the miſchiefe that hee wrought, 
ſtall tall vpon his head. 


PSALME VIII, IX. 


PSALME. VI 1. 
God our Lord, hoyy vvonderfull, 
are thy yyorkes euery vvhere 
whoſe fame ſurmountes in digaity, 
aboue the heauens cleare. 
2 - Euen by the mouthes ot ſucking Babes, 
thou vvilt confound thy foes, 
For in theſe B. bes thy might is ſeene, 
thy graces they diſcloſe. 


3 And yyhen I ſee the heauens high, 
the vyorkes of thine owne hand: 
The Sunne, the Moone, and all the Starret, 
in order as they ſtand, 


4 What ching is man, Lord, thinke I then, 
that thou doeſt him remember? 

Or vvhat is mans poſteritie, 
that thou doeſt it conſider f 


5 For thou haſt made him little leſſe, 
than Angels in degree: 

And tbou haſt cro him alſo, 
with glorie and dignirie. 

6 Thoubaſt preferde him to bee lord, 
of all thy vvorlces of vyonder: 

And at his feete haſt ſer all thinges, 
that hee ſhould keepe them vnder. | 


7 As 


ſheepe and neate, and all things elle, | 

that in the elde doe feder | 

8 Fontes in the aire, fiſh in the ſea, 
and all that therein breede. 

$ Therefore muſt I (ay once agai 
O God, that art our Lord: 

How famons and hovy vvonder full, | 
are thy vyorkes through the yrorld, | 


——— 


— 


— 
— 


BSALTLMI IX. 
V [th heart and month vnto the Lord, 
vvilll ſing laude and praiſe: 
| And ſpeak of all thy vvodrous works | 
and them declare alwayes. 
2 I will bee glad, and much rejoyce, 
thee, O God, moſt hie: 


And make my extoll thy N 
aboue 1 ' — 


3 For that my foes are drĩuen backe, 
They fall dovene Hane und aredeftroyde 
ey ovvne flatte, and a 
by 9 4 and might: F 
4 Thou haſt teuenged all my vyronges, 
my griefe and all my grudge: 
Thou doeſt yvich juſtice heare my cauſe, 
wok like a righteous ludge. 


| 


6 My foe thou haſt made good diſpatch, 
and all out tovynes deſtroyde. 
Thou haſt their fame with them defaced, 


through all the yyorld ſo vvide. 


7 Know thou that hee yyhich is aboue, 
for euermote ſhall reigne : 

And inthe ſeate of equitie, 
true judgement vvill maintaine. 

$ Withjuſtice hee will keepe and guide, 
the vyorld and euerie vvight: 

And ſo yvill yeeld vvith equi. y: 
to cuery man his right, 


9 Fee is proteRour of the poore, 
vyhat time they bee oppreſt; 
Hee is in all adverſicie, 


their refuge and their reſt. 


10 All they that know thine holy Name, 
theretore ſhall truſt in thee: 

For thou ſotſalceſt not their ſute. 
in;heic neceſſitie. 


1 1 Sing Pſalmes therefore, vntothe Lord, 
that dyvelles in S: on hill: 

Publih among all Nations, 
his noble actes and vvill. 

12 For hee is mindefull of che blood, 
ofchoſe th ut bee oppreſt: 

Forgetting not th · afflicted heart. 

that leekoth to kim for reſt. 


13 Have mercie, Lord, on mee poore wretch, 
vvhoſe enemies ſtill remaine: 
Which from the gates of death att vvont. 
to raiſe mee v ine. 
14 In Sion that | might ſer foorth, 
thy praiſe with heart and voyces 
And that in thy ſaluation, Lord, 
my ſoule might Rill rejoyce. 


15 The Heathen ſticke faſt io the pi 
that they themſelues preparde: 

And in the ne tt, that they did ſer, 
their ovvne feets faſt are ſnarde. 

16God ſhevreth his judgements, vv hich were 


for euery man to markey (8 
VVhen as yee (ce the vvicked man, — 


lye trapt in his one warke. 


| 47 The wicked and the finfull men, 


goe downe to hell tor ever: 
And all the people of the world, 
that will not God cemember, 
1 $ Bur ſure the Lord will not forget, 
the poore mans griefe and paine: 
The patient people neuer looke, 
God in vaine. 


or helpe 


19 O Lord, ariſe, left men preuaile, 


that bee of wo 
a . 


re — 
20 Lord, terigat, 
uo ert them} 


and read, 


That they way know aſſuredly, 
they bee but mortall men. 


*» 


| 


TS AL MIX. 


V Hat is the tauſe that thou, O Lord, 
art now ſo farre from thin , 
And keepeſt cloſe thy countenance, 
from vs this troublousaime. 
2 The poore doe piriſhby the proude, 
and wicked mens deſite: 
Let them bee taken in the craft, 
that they-thewſelues conſpire, 


3 For inthe luſt of his one heart, 
th'vngodly doeth delite: 

So doeth the wicked praiſe himſelfe, 
and doeth the Lord deſpite. 

4 Hee is ſo preude, that right and wrong, 
hee ſetteth all apart: 

Nay, nay, here is no God, ſaith hee, 
for thus hee thinkes in heart, 


Becauſe his wayes doe proſper till, 

: hee doeth he Lowe. ects N 

And vynh a blaſt doeth puſte againſt, 
ſuch as would him correct. 

6 Tuſh; ruſh, ſaith hee, | haue no dtead, 
leſt mine eſtate ſhould change: 

And Hy for all aduerſitie, 
to him is yerie ſtrange, 


7 His mouth is full of curſedneſſe, 
of fraude, deceite, and == 

Vader hls tongue doeth miſchiefe ſit, 
and trauell all the while. 

T Heelyeth hid in wayes and holes, 


to lay the innoceot: 

Againſt the poore that paſſe him by, 
his cruell eyes ave bent. 

9 And like a lyon priuily, 
lyeth lurking in his denne: 

( rfhee 2 ſnate them in his net, 
to ſpoile le men. 

19 And for x gat, craftilie, 
hee eroutcheth downe, l ſay, 

$o are great heapes of poore men made, 
by his ſRtrongipower his prey. 

11 Tuſl, God forgetteth this, ſayth bee, 
therefare-may I bee bolde, 

His countenance is Gaſt aſide,» 
hce doeth it not behold, 

12 Ariſe, O Lord, @ God, in whom 
the-poore mans hope doeth reft: 

Life vp thine hand, forget not, Lord 
the poote that bee oppreſt . 

1 What blaſphemie is this to thee; 
Lord, doeſt thou not abhkorre itf* 


Do hearsthe widkedin their! 
un tally thoucares age n 


— 


PS ALM E X. XI. XII. 


— — 


— 


_— 


— 


—_ — 


14 But thou ſceſt all this wickedneflg, 
and well doeſt vnderſtand: 

That friendleſſe and poore fatherlefle, 

are left inte thine hand · 


15 Of wicked and malicious men, 

then broke the power for euer: 
That they with their iniquity, 

may periſh altogether.- 

16 The Lord fhall reigne for enermore, . 
as King and God alone: 

And bee will chaſe the heathen folke, 
out of his land eachone, 


1 7 Thou hear'ſt, OLord,the poore mii plaint: 
their prayers and requeſt: 
Their heartes thou wilt conficme vntill, 


thine cares to heare bee on 
| 13 To judge the poore and farherlefle, 


and helpe them to their right: 
That they may beeno more oppreſt, 
with men of worldly might, 


— 


PSALME 11. 


Truſt in God, how dare yet then, 
ſay thus my ſoule vntill, 
Flee hence as faſt as any foule, 
and hide you in your hill? 
2 Behold the vvicked bende their bowes; 
and make their arrovves preſtt 
To ſnoote in ſecrete, and to hurt, 
the ſound and harmele brefki 


3 Of worldlie hope all ſtayes were fhronkse,,. 
and clearglie brought tonought: 
Alas, the juſt and ri us man, 
what euill hath hee wrogghe. 
4 Bur hee that in his Temple is, 
moſt holy and moſt hie. 
And in the heauen hath ſet his ſeate, 
of Royall Majeſtie. 


The pooreand ſimple mans eſtates 
conſidereth a b. minde: 

And ſearcheth out full narrowly, 

5 And wn a chearefull countenance,, 
the ri man will vſe: 


Bus in his heart hee doeth abhorte, 
all ſuch as miſchiefe mule. 


6 And on the Ganers caſteth ſhares, 
as thicke as avy raine, 
ire and brimſtone, and whirle windes thickss, 
a for their 
7 Yee ſee chen bows right: 
doeth righteouſ! 


— — 


PSALME, XIT: III. XY. X Vo 


PSALMS XII. 
Elpe, Lord, for good and godly men, 
H doe periſh and decay: 
And faith and trueth from world!y men, 
is parted cleane away. 
2 Who ſo doeth with his neighbour talke, 
his talke is all but vaine: 
For euetie man bethinketh ho 
to flatter, lie and faine. 


3 But flattering and deceitfull lippes, 
and tongues that bee full tour, 
To ſpeake proude wordes, and make great 
the Lord ſoone cut them out, (brags, 
4 For they ſay ſtill, wee will preuaile. 
our tungues ſhall vs cxtoll, 
Our tongues are ours, wee ought to ſpeake, 
what Lord ſhall ys controll, 


5 But for the great complaint and cry, 
of poore and men oppreſt, 

Ariſe wil Ino ſayth the Lord, 
and them teſtore to reſt. 

6 Gods word is lilce the ſiluer pure, 
which from the earth is tried, 

And hath no leſſe, than ſeuen times, 
in fire beene purified, 


--- Now ſince thy promiſe is to helpe, 
Lord keepe thy promiſe then, 
And ſaue vs now and euermore, 
from this lli kinde of men. | 
$ For now the wicked world is full, 
of miſchiefes manifolde. 
When vanitie with mortall men, 
ſo h'ghlie is extolde. 


—— ͤ— E._©_—. — 


— — * 


— 


PFSALME nr. 


Hen long wilt thou forgette mee, Lord, 
. ſnall I never bee remembred * 
How long wilt thou thy viſage hide, 
as though thou were offended? 
2 In heart and minde how long ſhall I. 
with care tormented bee: 
Hoy long cke ſhall my deadly foe, 
thus triumph ouer mee? 


3 Behold meg now, my Lord my God, 
and heaxe mee ſave oppreſt, 
Lighten mine eyes, leſt that 1 fleepe, 
as one by death paſſeſt. | 
4 Left then mine enemie ſay to mee, 
behold doe preuaile. 
Leſt they alſo that hate my ſoule, 


rejoyce to lee mee quaile. 
x But from thy meicies and goodaelle;* 
mine hope ſhall neuer ſtart: 
thy refibfe and (aving health 
_ righrglad hall e Mine heart. 


; 
i 


| 


| 
| 


| 


| 


| 


þ 


4 


I will giue thankes vnto the Lord, 
and praiſes to him ſing: 
Becauſe hee hath heatd my requeſt, 
and graunted my withing. 


Sc. — — — 


— — — — 


3 
— — — — 
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nnn tv. 
1 is no God, as fooliſh men, 
affirme in theit mad moode 
Their driftes ate all corrupt and vaine] 
not one of them doeth good. 
2 The Lord behelde from headen high, 
the whole race of mankinde, | 
And ſaw not one that ſonght indeed, 
the liujng God to finde. 


3 They went all wide, and were corrupt, 
and truely there was none, 
The in the world did any good, 
I ſay, there a not one. 
4 Is al! their judgement ſo farre loft, 
that all worke miſchicfe ſtill: 


Eating my people euen as bread 


not one to ſeeke Gods will. 


5 When they thus rage, then ſuddenly, 
great feare on them ſhall fall, 


For God doeth loue the righteous men, 


and will maintaine them all. 
6 Yee mocke the doioges of the poore,' 
to th: ir reproach and ſhame: 
Becauſe they put theirtruſt in God, 
and call ypon his Name. 


7 But ywho ſhall giue thy people haaltk, 
and when wilt thou fulfill, | 
The promiſe made to Iſrael, 
from our of Sion hull. | 
8 Euen when thou ſhalt reſtore againe, 
ſuch ag were captiue led, | 
And laakob ſha'l therein rejoyce, 
and Iſrael ſhall bee glad. 


15 " 
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() == within thy Tabernacle, 
Who ſhall inhabite ſtill f 

Ot whom wilt thou receiue to dwell, 

in thy moſt holy hill? 


2 The man whole hfe is 3 if 
whoſe workes are juſt and ight, 

Whoſe heartdoeth rhinke the very truth, 
whoſe tongue (peak'th no deceit. 


3 Nor to his neigibour doeth noae ill, 
in body, goods, or Name: 
Nor willingly. doeth heare fall tales, 
which might empaire the ſame 
That in his heart not. 
3 ä 


* 
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His oath and all his promiſẽs, 
g that le:epech farhifafly, 
Although he make his couenant (o 
that hee doeth loſſe thereby. 
6 That putteth not to vſurie, 
his money and his coyne: 
Nor for to hure the innocent. 
doeth brybe or elſe putloyne. 


Wus ſo doth all things as ye ſee 
: that heere is to hos Gone: ; 
Shall neuer periſh in this world, 
ner in the yyorld to come. 


——_— — 


— 


PSAL MEH XVI. 


Ord, keepe mee, for truſt in thee, 
and doe confeſſe indeede, 
Thou art my God, and of my good, 
O Lord, thou haſt nonecd. 
2 I giue my goodneſſe to the Saintes, 
that inthe world doe dwell: 
And namely to the faithfull flocke, 
ia vertue that excell, 


3 They. ſhall heape ſorrovyes on their heads, 
which runne as they were madde, 
To offer to the idole gods: 
alas, it is too badde. 
4 As for their bloody ſactifice, 
and _ of that ſort, 
I willnot touch, nor yet thereof, 
my lippes ſhall make report. 


5 For why! the Lord the portion is 
of mine inh:ritance, 

And thou art hee that doeth maintaine 
my rent, my lot, my chance. 

6 Th: place wh:rein my lot did fall, 
in beavvtie Voeth excell, 

Mine heritage aſſignde to mee, 
doeth pleaſe mee wondrous well. 


% | thanke the Lord that cauſed mee 
to vnderſtand the ris ht: 

For by his meanes my ſecret thoughtes, 
doeteach mee euery night. 

8 Iſetthe Lord flill in my ſight, 

and truſt him ouer all, 

For hee doeth ſtand on my right hand, 

therefore | ſhaſhnor fall. 


9 Where fote mine heart and tongue alſo, 
doeth both rejoyce together; 
My fleſh and body reſt in hope, 
a when | this thing conſider. 

10 Thou wilt not leave my ſoule in graue, 
(for, Lord, thou loueſt nee) 

Nor yet will ſuffet thime holy One, 
corrupmon for to fee, 


11 But Wie mes teach the: ife.. 
Dp Oi 


Fu, 72 
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Of perfect joy, are in thy face, 
9 power for feos Arty 


„ — — _— 
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O Lord, giue eare to my juſt cauſe, 
attend when I complaine: 
And heare the prayer that I put foorth, 
with lippes that doe nor faine, 

2 Aud let thejudgement of my cauſe, 
proceede alyayes from chee, 

And let mine eyes behold, and cleate, 
this my ſimplicitie. 


3 Thou haſt well tryed meein the night, 
and yet couldſt nothing finde, 

That I haue ſpoken vvith my tongue, 

that was not in my minde. 

4 As forthe workes of wicked men, 
and pathes peruerſe and ill, 

For loue of thy moſt holy word, 
L haue refrained ſtill. 


5 Then in thy paths that bee moſt pure, 
ſtay mee, Lord, and preſerue, 
That from the way wherein | walke, 
my ſteppes may neuer ſwerue. 
6 Fot I doe call to thee, O Lord, 
thou wilt mee ſurelie ayd, 
Then heare my prayer, and weigh right yell, 
the words tha: I haue ſayd. 


7 Oh, thou the Saviour of all them, 
that puts their truſt in thee, 
Declare thy ſtrength, on them that ſpurne, 
againſt thy Majeſtie. 
$ Oh keepe me, Lord, as thou wouldſt keepe 
th: apple of thine eye: 
And vnder couert of thy wingey, 
defend mee ſectetlie. 


9 From wicked men that trouble mee, 
and daylie mee annoy: 
And from my foes that goe about, 
my ſoule for to deſtroy. 
10 Which wallow in their worldly wealth, - 
ſo full and elce ſo fatte: 
That in their pride they doe not (pare, 
to ſpeake they care not what. 


11 They lye in waite where wee ſhould paſſe 
with craft mee to confound: 

And muſing miſchiefe in their mindes, 
to caſt mee to the ground. 

- 12 Much like a lyon greedilie, 
that would his prey embrace: 

Or lurking like a lyons whelpe, 
within ſomo ſecret place. 


| 13 Vp, Lord, nh haſte prevent my foe, 
and caſt him at my fete. 


1 


Saue thos my ſoule from the ill man, 
4 and with thy ſwertt Ain ſinite. 
B 14 Delius 
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34 Deliver mee, Lord, by thy 3 | 
out of theſe tyrantes hands: 

Which now ſo long time reigned haue, 
and kept vs in their bands. 


| meane from vvorldlie men, to whom, 
all worldlie goods are rife: 
That haue none hope nor part of joy, 
but in this pre ſent life. 
Thou of thy ſtore their bellies filſt, 


with pleaſures to their minde: 
Their children haue encugh, and leaue, 
to theirs the reſt behinde. 


25 But I ſhall with pure conſcience, 
behold thy gracious face: 
So when | wake, I ſhall bee full 
with thine Image and grace. 


— — 
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0 God my ſtrength and fortitude, 
of force I muſt loue thee: 
Thou art my Caſtle and defence, 
in my ne ceſſitie. | 
2 My God, my rocke, in whoml truſt, 
the worker of my wealth: 
My refuge, buckler and my ſhield, 
the horne of all mine health. 


3 When ] fing laude vnto the Lord, 

moſt yvorthie to bee ſerued: 
"Then from my foes I am right ſure, 

* ſhall bon potter = 

The pangues of death did compaſſe mee, 
b 22 mee euery Where 1 
The flowing waues of vvickedneſſe, 
did put mee in great fcare, 


4 he ſlie and ſubtle ſnares of hell, 
were round about mee (et: | 
And for my death there was preparde, 

a deadly trapping net. 
< 1 thus beſet with paine and griefe, 
did pray to God for grace: 
Aud hee too:th-vvith did heare my plaint, 

out of his holy place. 


*F Such is his power, that in bis wrath, 
bee made the earth to quake: 

Nea, the foundation of the Mount | 

of Baſan for to ſhake. 

$ Ard from his noſtrel: came a ſmoke, | 

when kindled was his ire: | 

And from his mouth came kindled coales, | 


of hote conſuming fire. | 


| 17 They did preuent mee to opprefle, 


XVIII. 


And on the wings of all the yyinds, 
came flying all abrode. 


11 And like a denne moſt dai ke het made, 
his hidde and ſecret place: 

With vvaters blacke, and ayrie cloudes, 
enuyroned hee was. 

12 But when the preſence of his face, 
in brightriefle ſhall appeare: 

Then cloudes conſume, and in their lead, 
come haile and coales of fire. 


1 3 Theſe fiery gartes and thunder boltes, 
diſperſe them heere and there: 
And vvith his often-lightenings, 
hee puts them in great feare. 
14 Lord, at thy vvrath and threatnings flurpe 
and at thy ch ding cheare: 
The ſprings and the Gundations, 


of all the vvorld appeare, 


15 And from aboue the Lord ſent downe, 
to teach mee from below: 
And pluckt mee out of vvaters great, 
that vvould mee ouer- flow. 
16 And mee delivered from my foes, 
that would haue made mee thrall: 
Yea, from ſuch foes as vvere too ſtrongs 
for mee todcale withall. 


in time of my great griete: ” 
But yet the Lord 5 — defence, 

my ſuccour and reliefe. 
1 $ Hee brought mee foorth in open place, 
' Whereas I might bee free: 


And kept mee ſafe, becauſe hee had 


a fauour vnto mee, 


19 And as IL yvas an innocent, 
ſo did hee mee regard: 

And to the cleannefle of my hands, 
hee gaue mee my reward. 

20 For that | walked in his wayes, 
and in his pathes haue trod: 

And haue not vyauered vvickedlie, 
againſt my Lord my God. 


2 1 But euermore I haue reſpect, 
to his Lavves and Dectee: 

His ſtatutes and commandements, - 
I caſt not out from mee. 

22 But pure and deane 
appearde before hi : 


orrupt, 


And di refraine from wickedneſle, 


and finne in any caſe. 
23 The Lord therefore vvill mee reward, 


as haue donearight: 
9 The Lord deſcended from abous, And to the cleanneſſe of mine handes, 
and bovvde the heauens hie: | appcaring in his fight, 
And voderneath his feete hee caſt, 24 Thou wilt with hiarchat holy is, 
E l n alſo, 
20 On Cherubs, and on Chetubina. And with the goed and righteousman, 
Kerl thee rode; ——— 
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23 And to the louing and Ele, 
thy loue thou wilt reſerue, 
And thou wilt vſe the wicked men, 
as wicked men deferue. 
26 Fot thoudoeſt ſaue the (imple folke. 
in trouble when they lie: | 
And doeſt bring downe the countenance 
of them that looke full hie. 


2 7 The Lord will light my candle ſo, 
that it ſhall ſhine full bright. 

The Lord my God will make alſo 
my darkneſſe to bee light. 

28 Fot by thice helpe an hoſte of men, 
diſcomfite, Lord, I ſhall, 


By thee | ſcale and ouer- leape 


the ſtrength of any Wall. 


2 9 Vnſpored are the wayes of God, 
his word is ſurely tride. 

Hee is a ſure defence to ſuch, 
as in his faith abide. 

30For who izGod,except theLord 
for other there is none: 

Or elſe who is omnipotent: 

ſauing our God alone f 


4 


231 The God that girdeth mee with ſtrength, 
is hee that I did meane, 

That all the wayes wherein [ Walke, 
did eaermore keepe cleane. 

32 That made my feete even like the Hartes, 

in fwiftneſſe of my pace: 

And for my ſuretie brought mee foorth, 

into an open place. 


33 Hee did in order put mine handes, 
to battell and to fight: 
To breake in (under batres of braſſe, 
hee gaue mine armes the might. 
34 Thou teacheſt mee thy ſauing health, 
thy righ: hand is my tower; 
Thy loue and familiarity, 
deth {till increaſe my power. 


34 And vnder mee thou makceſt plaine, 
the way where I ſhould walke, 
So that my feete ſhall neuer ſlip, 
nor ſtumble at a balke. 
36 And fiercely I purſue and take 
my foes, that mee annoyed, 
And from the fielde doe not returne, 
till they bee all deſtroyde. 


| 


XVIII. XIX. 


And all my foes thou didſt deuide, 
in ſunder with thy ſtroke. 1 
40 They cald for helpe, but none would heare- 
nor yet giue them reliefe: 
Yea, to the Lord, they calde for helpe, 
yet heard hee not their gtie ſe. 


41 And ſtill like duſt before the wind, 
I drive them vnder feete: 

And tread them downe like filthy clay, 
that lyeth in the ſtteete. 

42 Thou kepſt mee from ſeditious folke, 
that ſtil] in ſtriefe bee led: 

And thou doeſt of the heathen folke, 
appoint mee to bee head. 


43 A people ſtrange to mee vnknowne, 
and yet they ſhall mee ſerve: 

And at the firſt obey my words, 
whereas mine owne vill (werue. ) 

44 1 ſhall bee ii keſome to mine ovyne, 
they will no: ſee my light: 

But wander wide out of the way, 
and hide them out of ſight. 


45 But bleſſed bee the living Lord, 
moſt worthy of all praiſes 


That is my rocke and ſauing health, 


praiſed bee hee alwayes. 

46 For God it is that gaue mee power, 
reuenged for to bee: 

And with his onely word ſubdude, 
the people ynto mee, 


47 And mee delivered from my foes, 
and ſet mee vp from thoſe, 


That cruell and yngodly were, 


and vp againſt mee roſe. 

48 And for this cauſe, O Lord my God, 
to thee giue thankes | ſhall: 

And ſing out praiſes to thy Name, 
among the Gentiles all. 


49 That gaueſt great proſperity, 
vnto the King, I (ay, 

To Dauid thine annoynted King, 
and to his ſeed for ay, 


— 


— — a ana. 


PSALME XIX. 


ne heauens and the firmament, 
doe wondrouſly declare, 


37 80 l ſu refſe and wound my foes, 
that they can riſe no more, 
For a my feete they 


2 l ſo 


$9 Lord, thou halt pur irieo mint hands 
5 my moral ene yoke: : 


The glory of God omaiporent, 
his workes and what they are. 
2 The wondrous workes of God appeare; 
by euery dayes ſucceflt: 
The nights likewiſe i heir race runne, 
the (c:fe- ſame thing exprefle, 


There is no lan tongue, or ſpeech 
, where their ſound is not heard, q 


. In all the earth and eoaſi es thereof, 


_ * 
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In them the Lord made for the Sunne, 
a place of great renowne: 

s Who hee a bride · grome ready trimde, 
doeth from his chamber come. 


And as a valiant Champion, 
who for to get a price, 

With joy doeth haſte to take in hand, 
ſome noble enterpriſe. 

6 And all the Skie from end to end, 
hee compaſſeth about: 

Nothing can hide it from his heat, 
but hee will finde it out. 


» How perfect is the Law of God, 
hoxy is his Couenant ſure? 
Conuerting ſoules, and making wiſe, 
the ſimple and obſcure 1 | 
$ luſt are the Lords Commandements, 
and glad both heart and minde, 
His precepts pure, and giueth light 
to eyes that bee full blind. 


9 The feare of God fs excellent, 
and doeth endure for euer: 
T he judgeinentes of the Lord are true, 
and righteous altogether. 
10 And more to bee embrac'de alwayes, 
than fined Gold, i (ay, 
Th: hony and the hony combe, 
are not ſo ſweete as thy. 


11 By them thy ſeruant is forewarnde, 
to haue God in regard: 

And in performance of the ſame, 
there ſhall bee great reward- 

12 But, Lord, what earthly man doeth know 
the errours of his life ? 

Then cleanſe my ſoule from ſecret ſinnes. 
which are in mee molt rife. 


13 And keepe mee, that preſumptuous ſinnes, 
pre uaile not ouer mee, 
And then ſhall I bee innocent, 
and great offences flee. 
14 Accept my mouth, and eke mine heart, 
my words and thoughtes eachone, 
For my Redeemer and my ſtreng(h, 
O Lord, thou art alone. 


1 — 
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N trouble and ad verſitie, 
the Lord God heare thee ſtill, 
The Majeſtie of [aakobs God, 
fend thee from all ill. 
2 ** end thee from his holy place, 
i helps as euery neede, | 
And fo m Sion ſtahliſh thee, 
and make thee ſtrong indeede. 


2 Remembripg well the Sacriſice, 
that nom to him is done; 


a © 


| 


|? And with thy chearefall countenance, 


XIX. XX. XXI. 


And ſo receiug right thankefully, 
thy burnt offringes cach one. 
4 According to thine heartes deſit e, 
the Lord graunt ynto thee; 
And all thy counſell and deuiſe, 
full well performe may hee. 


5 Rejoycing wee, when thou vs ſaueſt, 
our baners ſhall diſplay, 

Vnto the Lord, whica thy requeſtes, 
fulfilled hath alway. 

6 The Lord will his annointed ſaue, 
| know vvell by his grace: 

And feng him helpe by his right hand, 
out of his holy place. 


7 In Charets ſome put confidence, 
and ſome in horſes truſt: 

But wee remember God our Lord, 
that keepeth promiſe juſt. 

8 They fall dovyne flat. but wee doe riſe, 
and ſtand vp ſtedfaſtlie, 


| Now ſaue and helpe vs, Lord and Kings 


on thee When wee doe cry. 


8 — 
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Lord,how joyfull is the King, 
in thy ſtrength, aod thy power: x 
How vehementlie doeth hee tejoyce, 
in thee his Saviour - 
2 For thou haſt giuen vnto him, | 
his godly heartes deſire, 
To hum haſt thou nothing denied, 
of that hee did requie, 


3 Thou didſt preuent him with thy giftes, 

and blefinges manyfolde, 
And thou haſt ſet vpon h s head, 

a Crowne of perfect Gold. 
4 And when hee aſked life of thee, 

the eof thou madeſt h m ſure, 
To haue long life: yea, ſuch a life, 

as euer ſhould endure. * 


5 Great is his glorie, by thine helpe, 
thy benefite and aide, 
Great worſhip, and great honour both, 
thou haſt ypon him laide. 
6 Thou wilt gie him felicitie, 
that neuer ſhall decay, 


wilt comfort him alway. 


doeth ſtrongly teuſh 
in God for to preuaile, "wy ; 


7 For why? the King 


Thereforg his 10 e 
$ But let thinę mid ele chi 2 
 _ and thofethatthee Wien- and. 
Finde foes, atid let them feele 
the ro of thy. right had. 
KELL 3 W*s 3: Mam 


7 my * 9 i 


> Az in an u ble them, O Lord, 
in fiery flame and futme, 

Thine anger ſhall deſtroy them all, 
and fire ſhall them conſume. 

16 And thou wilt roote out of the earth, 
their fruite that ſhonld encteaſe: 

And from the number of thy folke, 
their ſerde ſhall end and ceafe- 


11 For why! much miſchiefe did they mule, 
againſt thine holy Name: 

Yet * they faile, and bad no power, 
for to performe the lame. 

12 But as a marke thou ſhalt them ſet, 
in a moſt open place, | 

And charge thy bow. ſtringes readily, 
againſt thine enemies tace. 


1 3 Bee thou exalted, Lord, therefore, 
in thy ſtrength euery houre: 

$0 ſhall wee ſing right ſolemnely, 
praiſing thy might and power. 


S 


PSAL MP XXII. 
Thou did preſerve thrive ſtill in hope, 


— 
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God my God, wherefore doeſt thou 
forlake mee vtterly ? 
And helpeſt not when I doe make 
my great complaint and cry, 
2 To thee my God, euen all day long, 
1 doe both cry and call: 
I ceaſe not all thenight, and yet 
thou heareſt not at all, 


3 Euen thou thitin thy Sanctuaty, 
and holy place doeſt dwell, 

Thou 2g the com fort and the joy, 
and glory of Iſrael. 

4 And hee in whom our fathers old, 
had all their hope for euer: 

And when they ber their truſt in thee, 
thou didſt them aye deliuer, 


5 They were deliuered euer when, 
they called on thy Name, 

And for the faith they had in thee, 
they were not put to ſhame. 

6 But | am now become a worme, 
more like than any man, 

An out. caſt, whom the people ſcorne, 

With all the ſpite they can. 


7 All mee deſpiſe, az they behold, 
mee walking on the way: 


T hey grinne,they mow, they nod their heads, 


£ med Ge: the rd 
This che Lo 
his — Ne 3 
Let him redeeme and helpe him now,. 
his power for to proue. 


9 Euen from myanvrlineewombe; O Lord, 


to take mee thou waſt preſt, 


* 
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23 All yee dat fragte 


while I did ſucke her drift, 
10 | was committed from my birth, 

with thee to haue abode, 
Since, 1 was in my mothers wombe, 

thou haſt beene aye my God. 


11 Then, Lord, _ not now from mee, 
in this my preſent griefe,] 

Since I haue none to bee mine helpe, 
my ſuccour and reliefe. 

12 So many Bulles doe com 
that bee full ſtrong of head, 

Yea, Bulles ſo fat, as _ they had, 
in Baſan fielde beene fed. 


13 They gape vpon mee griedily, 
as though they would mee ſlay, 
Much like a Lyon roaring out, 
and r $ for his prey. 
14 But I drop doywne like water ſhed, 
my joyntes in ſunder breake, 
Mine heart doeth in my body melt, 
like waxe againſt the hcate. 


15 And like a pot-ſhard dryeth wy ſtren 
ieee 
Vnto my jawes, and I am brought 
- duſt _ death at laſt. 
16 And many dogges doe compaſſe 
4nd wicked — eke, oO 
_ againſt mee curſedly, 
ey pierce mine hands and feete. 


17 I was tormented, ſo that I, 
might all my bones haue told, 

Yet ſtill vpon me they doe looke, 
and {till rhey mee behold. 

18 My garments they diuided cke, 
in, partes among them all: 

And for my coate they did caſt lots 
to whom it might befall. 


19 Therefore, I pray thee, bee not farre, 
from wee in my great neede: 
But rather fith thou act my ſtrength, 
to helpe mee, Lord, make ſpeede. 
20 And from the (word, Lord, ſave my ſoule, 
by thy might, and thy power; 
And keepe my (oule, thy darling deare, 
from dogges that would deuoure. 


21 And from de I. uth that would 
mee all Ar Fander f = 
And frotn'the horte; 
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24 For hee deſpifeth not he poote, 
hee turneth not away 
His countenance when they doe call, 


but gtaunteth to their cry, 


25 Among the flocke that feare the Lord, 
1 will therefore proclaime, 

Thy praiſe,and keepe thy promiſe made, 

or ſetting foocth thy Name. 

26 Th: poore ſhall eate, and bee ſufficed, 
and theſe that endeuour | 

To know the Lord, their heart ſhall ue, 
and praiſe him euermote. 


27 All Coaſtes of earth ſhall praiſe the Lord, 
and turne to him for grace: 

The Heathen tolke ſhall worſhippe blm, 
before his bleſſed face. 

28 The kingdome of the Heathen folke, 
the Lord ſhall haue therefore: 

And hee ſhall bee their Gouernour, 
and King for euermote. 


29 The rich man of his goodlie giftes, 
- ſhall ſeeke and taſte alſo: 

And in his preſence worſhippe him, 
and bow their knees full low. 

30 And all that ſhall goe doe to duſt, 
of life by him muſt taſte: 

My ſeede ſhall ſerue and praiſe his Name, 
whilſt any world ſhall laſt. 


31 My feede ſhall plainelie ſhew to them, 
that ſh all bee borne heereafters 

His juſtice and his 3 
and all his workes of wonder. 


— 


Pn. 


1 Lord is onely my ſupport, 
and hee that doeth mee feedet 
Ho can I then lacke any thing 
whereof I ftand in needef 
2 Hoe doeth mee folde in cors moſt ſale, 
the tender grafle faſt by, 


And after driues mee to the 
which runne meſt pleaſantly, 


3 And when [| feele my ſelſe neare | 
Om © me e 


Conducting mee in his right paches, 
es 

4 an TOE eee Gece, 
yet [ feare none il, 


r thy rod and heards crooke 
8 In ; 


Thou haſt ale e | 
a in deſpite of'ay foe: , 


- 


| 


| 


And inthe Houſe of God will f, 
my life for euer ſpend, 


"Wo —ü— — 


WEST — — — 


FS$ALUE EEXLY 


* God the earth doeth appertaine, 
with all things great and (mall; 
The world alſo is his d:maine: 
with the indwellers all. 
2 For hee hath founded it full faſt, 
aboue the ſał · ſea ſtrands; 
And ſtabliſſi ĩt to abide and laſt, J 


and on the floods to Rand, 


3 Now who is hee that ſhall vp- goe, 
into Gods holy hill: 
And in his holy place alſo, 
who ſhall continue ſtill? 
4 The man whoſe handes no wrong hath 


whoſe heact is pure and neat: (wrought, 
Whoſe minde for vanitie not ſought, 


nor ſworae hath with deceite. 


5 Hee that is ſuch, the Lord will ſead, 
his bleſſings him vpon. 

And rig eſſe ynto him lend, 

ſhall God, his ſaluation. 


| 6 This is the ſtocke and offcing eke, 


of choſe that ſearch for thee, 


| Of them, O Lord, that thy face ſeeke, 


who true Iſraelites bee. 


7 Exalt your heads, yee gates on hie, 
yee doores that laſt for aye: 
Bee lift: ſo the King of glori 


ſhall through. you make his way. 
$ Whoisthis King ſo glorious ? 

the ſtrong and mightie Lord, 
Euen hee that is victorious, 


in battell cride by (word. 


9 Exalt your heads yee gates on hie, 

yee doores that laſt for aye. 
Bee lift: ſo the King of glorie, 

on ü you make N 
10 Who is this glorious King, 1 

the Lord of hoaſtes moſt hier 
Euen hee is King and ſhall bee aye, 

of cuerlafting glorie, 


— —— — 
3 


PSALME XXV, 


| [ Lift mine heart to thee, 


my God and guide moſt juſt: 
Now ſuffer mee to take nq ſhame, 


for in thee doe 


1.9.35 aſt, . ih 
* 


222 2 


3 But ume Gall vhiem befall, 


vvhich harme them wrongfully: 


T herefore thy pathes and thy right wayes, 


ynto mee, Lord, ie. 
4 Direct mee in thy trueth, 
and teach mee, I thee pray, 
Thou art my God and Sauiour, 
on thee | wait alway, 


5 Thy mercies manifold, 

[ pray thee, Lord, temember, 
And eke thy pietie plentifull, 

for they haue beene for euer. 
6 Remember not the faultes, 

and frailtie of my youth, 
Remember not how ignorant, 

I haue beene of thy trueth. 


Nor after my deſertes, 
let mee thy mercie finde, 

But of thine owne benignitie, 
Lord, haue mee in thy minds · 

7 His mercie is full ſweete, 
his truth a 


guice, 
Therefore the Lord ſinners teach | 


and ſuch az goe aſide: 


$ The humble hee will teach, 
his p for to keepe, 

Hee will direct in all his wayes, 
the lowlie and the mec ke. 

9 For all the wayes of God, 

are trueth and mercie both, 

To them that keepe bis Teſtament 
the vvitneſſe of his rrueth. 


10 Now for thine holy Name, 
O Tord, I thee entreat, 

Fo grant me pardon fot my ſinne, 
for it is wondrous great. 

11 Who ſo doeth feare the Lord, 
the Lord doeth him direct, 

To leade his life in ſuch a way, 

as hee doeth beſt accept. 


112 His ſoule ſhall evermore, 

in goodnefit dwell and ſtand, 
and his 
ſhall 


His ſee 
inh land. 
13 All thoſe that feare the Lord, 
know his ſecret intent: 
And vnto them hee doeth declare, 
his Will and Teſtament) 


14 Mine eyes und eke mine heart, 
to him I will aduance: 

That pluckt my feet out of the ſnar 
of ſinne and ignorance. 

25 Wich werciemece bchold, 

Ke * thee I make my mone, 

or [ am poore and-defvlate: 
and co mfortlefie alane. 


itie, 


e 
et 


PSALME XXV. X VI. 


Bring mee out of this miſerie, 


* — 


— 


| 


| 


itie and neede. 
Id my ponertie, 
mine anguiſh, and my paine, 
Remit my ſinnes, and mine offence, 
and make meecleane againe. q 


18 O Lord, behold my foes, 
hovy they doe ſtill increaſe, 

Purſuing mee with deadlie hate, 
that faine vvould line in peace. 

19 Preſerue and keepe my (oule, 
and eke deliuer mee: 

And let me not bee ouer-throyvne, 
becauſe I truſtin thee. 


20 Let my ſimple pureneſle, 
mee from mine enemies ſhend, 
Becanſel looke as one of thine, 
that thou ſhouldſt me defend. 
21 Deliuer, Lord, thy folke, 
and (end them ſome retiefe- 
(I denne thy choſen Iſrael ) 
from all their paine and griefe, 


17 


— 
PSALME, 


]_ Ord bee my jud 
is vpri and plaine: 


vprig 
In God my truſt hath beene for aye, 
who ſhall mee ſtill ſuſlaine. 


XXVI. 


2 Proue mea, O Lord, trie thou wy raines, 


1 . = bg. 
3 Sith ia my ſight thy grace remaines 
thy trueth | ſue and ſecke. 


4 I had no vvill to haunt or vſe, 


with men yyhoſe vvotkes are vainc: 


The companie I did refuſe, 
of the deceitfull traine. 

5 I much abhorde the vvicked ſort, 
their deedes did I refuſe: 

To them vvould I not once reſort, 
vvhich hurifull thinges deuife, 


6 Mine hands I vvaſh and doe proceede, 
e 
| Then to thine Altar I make ſpeod, 


to offer there in light. 
7 That may 
that doeth 


thou haſt beene good to mee. 


$ O Lord, thine houſe I loue moſt deare, 


to mee it doeth excell; 


— — 


for loe, my way 


— 


And ſo declare hoyy vvondrous vvayes, 


PSALME XXVII. X XVIII. XXIX. 


io Whoſe hands art heapt and ſtuffed full 
of fraude, deceit, andguile: - 
And th:ic tight hand forbrydes doeth pull, 
and pluck? with wreach and vvile, 
11 But l in righteouſneſſe intend, 
my time and dayes to ſetue, 
Haue mercie, Lord, and mee defend, 


ſo that | doe not {werue, 


12 My foote is ſtaid gainſt all aſſiyes. 
it ſtandeth well and right, 

Therefore, O God, thee will I praiſe, 
in all thy peoples ſight. 


bn 


> 


1 — — — —— 


PS AL ME XXVII. 
HE Lord my light and health will bee, 
'P For what then ſhould | bee diſmaid* 
My ſtrength and life alſo is hee, 
Of whom then ſhould I bee afraid? 
2 When that my foes (men vile and yaine ) 
Approached neare my fleſh to eat, 
They ſtumbled in the ſelfe ſame traine, 
Which they for mee laid by deceits- 


3 Againſt mee though there piteht an hoaſt, 
Mine heart from feate yct farre it is, 
Though warres bee railed with great boaſt, 
Yer will | ſurely truſt in this. 

4 Onething 1 haue the Lord beſought, 
That I may in his houſe till dwell, 

To ſee his beautie paſſing thought, 
His Temple eke, which docth excell, 


5 For in the time of troubles great, 
Nis Tabernacle ſhall mee hide: 
His ſecret tentes ſhall bee wy (cate, 
And ona racke I ſhall abide. 

6 And now mine head lift vp will hee, 
Aboue my foes, which worke ſuch fraud. 
W th ſacrifice, and offcing free, 

Wuhin his tentes | will him laude, 


7 My voyce, O Lord, let it take place, 
With mercy heate mee when [ cry: 

$ When thou didſt lay, Seek yee wy face, 
Wien full conſent, Loe, heere, quoth l. 

9 Hide nor, therefore, thy face wee fro, 

Nor in thy wrath thy, ſeruant ſpall: 

Theu haſt mee helpt, then leaue not ſo, 

O God of heal;h, helpe thou mee (kill, 


10 Although wy paxentes mee forſake, 
The Lord yet will mee raiſe and ſtay: 
11 My foes (et ſuates mee in to take, 
But, Lord, lead mee in the right Way. 
12 Vnto mine aduerſaries luſt, 
Lord, giue mee not in any 


For wimneſle falſe, vich Voda enjulk, 
They (ceke againſt mee to neu- 


131 ſhould waxe fa 20g. ſore diſmaide 
But that 1 did ue to (ce, 


— i 


| Giue yee all praiſe, honour,and ſtrengib, 
ing Lord: * 


— EY CONES 


Gods goodneſſt in that land d(ſptaide, 
Whereas His faithfallſeruants be. 
14Hapeinthe Lord, and bee thou ſtrovg, 
Hee comfort will thine beart indeed: 
Truſt in the Lord, and thinke not long, 
Fot hee . ll ſurely come with ſpeede. 


I 


) 


PSALME XXVII I. 
Nou art, O Lord, my ſtrength and ſlay, 
the ſuccour which I craue : 
Neglect mee not, leſt I bee like, 
to them vyhich goe to graue- 
2 The voyce of thy ſuppliant beare, 
that vnto thegdoeth cry: 
When | life vp mine hands vnto, 
thine.holy Arke moſt hie. 


3 Repute mee not among the ſort, 

of yvickedand peruert: 

That ſpeake right faite vnto theit friends, 
and thin ke full ill in heart. 

4 Accordiag to their haadie-worke, 

as they deſerue indeede: 

And after their inuentions, 

let them receiue their meede. 


5 For they regard nothing Gods workes, 
his lavyes, nor yet his loce: 

Therefore will hee them and their ſeede, 

deſtroy for euermote. 

6 To renderthankes vnto the Lord, 

' how great a cauſe haue l 

My voyce, my prayer, and my complaint, 
that heard (a willinglie. 


7 Heeis my Shield and fortitude, 
my buckler in diſtreſſe: 

Mine hope, mine helpe, mine heartes reliefe, 
my ſong ſhall him confeſſe. 

8 Hee is our ſtrength, and our defence, 
our enemies to reſiſts 

The health and the ſaluation, 
of his eleR by Chriſt, 


9 Thy people and thine heritage, 
Lord, bleſſe, guide, and preſerue, 
Increaſe them, Lord, and rule their hearts, 
chat they may never (werue, 


— * — 9 — 
— 


6—— . 


PSALME IX. 
N 


G to the Lord yee Potentates, 
yee Rulers ofthe world: 


vnto the li 


within his 


rſhip him in h's M 
holy 


3 His yoyce doeth rate the waters all, 
eueit as N _ ** 

Hee doth prepare the t er clappes, 
and 3 all che ſeas. F 

4 The voyce of God is of great force, 
and wondrous excellent, 

It is moſt mightie in effect: 
and much magnificent, 


5 The voyce of God doth rent and breake, 
the Cedar trees (o long: 

The Cedar trees of Libanus, 
which are moſt high and ſtrong. 

6 And makes them leape like as a calte, 
or elſe the Vnicorne: 

Not onely trees, but mountaines great, 
wheceon the trees are borne, 


7 His voyce diuid:th flames of fire, 
and ſhakes the vvilderne ſſe: 

8 [emaketh the Deſart quake for feare, 
that called is Kades. 

9 It makes the Hindes for feare to calue, 
and makes the couert plaine: 

Then in his Temple euery man, 
his glorie doth proclaime. 


10 The Lord was ſet abode the floods, 
ruling the raging ſea: 
So ſhall hee teigue as Lord and King, 
for euer and foray, 
11 The Cord will giue his people power, 
in vertue to increaſe; 
The Lord will bleſſe his choſen flocke, 
with euerlaſting peace, 


— — 


PS AL ME X xx. 


A* laude and praiſe with heart and voyce 
O Lord. I giue to thee: 
Which didſt not make my foes rejoyce, 
but haſt exalted mee. 
2 O Lorid my God, to thee I cryde, 
in all my paine and griefe: 
Thon gaueſt an eare, and didſt prouide, 
to eaſe mee with teliefe. 


3 Of chy good will thou haſt ealde backe, 
my ſbule from hell to ſaue: 
Thou didſt teuiue when ftrength did lacke, 
and kepr'ſt mee from the graue. 
4 Sin a yee Sainctes which proue and (ee 
e goodneſlſe of the Loid; 
In memorie of his Majeſtie, 
tejoyee with one accord. 


5 For why! his anger but a ſpace, 
doetłr laſt and flacke againe, 
But in his faupur and his gr: 
alwayes dorh life retnaioe. 


Thou ripes of and 
mla 
Hefte the 


PS ALME XXX. 
* When I enſoy d the world at will, 


thus would I boaſt and ſay, 
Tuſh. [ am ſure to feele none ill, 
this wealth ſhall not decay. 
7 For thou, O Lord, of thy good grace, 
hadſt ſent mee and aide, 
But hen thou turnd'ſt away thy face, 
my minde was ſore diſmaide. 


$ Wherefore againe yet did I cry, 

to thee, O Lord, of might. 
My God with plaintes [did applie, 
and prayde both day and night · 


| 9 Whae gaine is in my blood, (aid i, 


if death deſtroy my dayes, 
Doth duſt declare thy _ 
or yet thy trueth doth praiſe? 


10 Wherefore, my God ſome pitie take, 
O Lord, I thee deſire. 
Doe not this timple ſoule forſake, 
ofhelpel thee require, 
11 Then didſt chou turne my griefe and woe; 
vnto a chearefull voyce: 
The mourning weede thou took'ſt mee fro, 
and mee to rejoyce. 


12 Wherefore, wy ſoule vnceſſantly, 
ſhall ſing vnto thee praiſe: 


My Lord my God, to thee will I, 


giue laude and thankes alwayes. 


8 


. 


j 


PSALME XLII. 


Lord, I put wy truſt in thee, 
let nothing worke mee ſhame: 
As thou art juſt deliver mee, 
and ſer mee quite from blame. 
2 Heare mee, O Lord, and that anone, 
to helpe mee make good (peed: 
Bee thou my rocke and houſe of one, 
my fence in time of need. 


3 For why! as ſtones thy ſtrength is tride, 


| thou art my fort and tower: 


For thy Nameſake bee thou my guide, 


and lead mee in thy power. 


4 Plucke foxth my foote and breake the ſaaye 
which they for mee haue laid: 

Thou art my ſtrength, and all my care, 
is in thy might and aide, 


5 Into thine hands, Lord, Icommig 
my ſpirit which is thy due, 
For hy thou haſt redeemed it. 
O Lord my God moſt true, 
6 I hate ſuch folke as will not part 
from things to bee abhorde; 
When they on trifles ſet their heart, 
my truſt is inthe Lord. 


7 For I will in thy mercie joy, 


Iſee it doeth excell 
C 


PSALME 


Thou ſeeſt when dught would mee annoy, 
and knoweſt my ſoule full well. 

$ Thou haſt nor left mee in-theit hand, 
that would mee euer-charge, 

But thou haſt ſer mec out of 0 
to walke abroad at large. 


Great griefe, O Lord, doth mee aſſaile, 
ſome pitty on mee take: 

Mine eyes Were dime, my might doth faile, 
my wombe for woe doth ake. 

10 My life ts worne with griefe and paine, 
my yeeres are gone an paſt, 

My ſtrengthis gone, and 1 
my boaes corrupt and w 


11 Among my foes [am a ſcorne, 
my fnends are all diſmaide, 

My neighbours and my leinſe- men borne, 
to ſee mee are afraide. 

2.2 As men ance dead are out of mind, 
ſo am l no forgat, 

As ſmall effect in mee they find, 

as in a broken pot. 


13 1 heard the brags of all the rout, 
their threats my mind did fray, 

Mow they confſpir'd and vent about, 
to take my life away. 

14 But, Lord, I truſt in thee for aid» 
not to bee ouer- trod: 

For I confeſſe and till haue ſaid, 

thou art my Lord and God. 


15 The length of all my Iifeand age, 
O Lord. is ta thine hand, 

Defend mee fromthe wraihfull. rage, 
of them that mee with- ſtand. 

1-6 To mee, thy feruant, Lord, expreſſe , 
and'ſhew thy joyfull face: 

And ſave mee, Lord, for thy goodneſſe, 
thy mercy, and thy grace. 


1 7 Lord, let mee not bee put to blame, 
Tor that on thee I call: 

Dut' let the vw.cked beare their ſhame, 
and jn the graue to fall. 

3 3 O Lord; make dumbe their. 

1 e are = lies: 
cruelly with pride and ſpi 

againſt the ju K deut. Pers 


19 Oh, how great good haſt thou in ore, 
laide vp, and done for them, 

That feate and truſt im thee, before 
the ſannes of mortall wen 

20 Thy preſence doththem fence and guide, 
from all proude brags, and wrongs: 

Wa hin thy place thou doeſt them hide, 
frem all the ſtrife of tongues. 


21. Fhenkes to the Lord, that hath dedlarde, 
on mee his grace ſo farre: 
Mreto defend wii watch and ward 


as in a toyyne of warte. 


lips out> right, 


12 Though in mine haſte and griefe (aid I, 


loe, ſee, I am reieRt; 
Yer, Lord, on thee when I d d cry, 
my plaint thou didſt accept. 


23 Les Saintes, loue yee the Lord, I ay, 

the Faithfull hee doth guide: 
And to the proude hee will repay, 

according to their pride. 
2 4 Bee ſtrong, and God ſhall lay your hett, 

dee bolde yee that are juſt, 

For ſure the Lord will take your part, 

fith yee on him doe truſt, 


—— 


PSALME. XXXII. 
He man is bleſt, whole vvickedneſſe, 

the Lord hath cleane remitted: 
And hee whoſe ſinne and wretchednefit, 
| is hide and. alſo couered. 
| 2 And bleſtis hee, to whom the Lord, 

imputeth not his ſinne. 

Which in his heart hath hide no guile, a 


nor fraude is found therein. 


3 For whiles that [ — Tray my linnez 
| by filence and conſteaint: 
| My bones did weare and waſte away, 
with diylie mone and plaint. 
4 For night and day thine hand on mee; 
ſo grieuous was and ſmert, 
That al my blood and humours moiſt, 
to drynefle did conuert. 


5 Leid therefore, confefle my fault, 
| and all my finnes diſcouer: 
| Then thou, O Lord, didft mee forgine,. 
| and. all my, fianes paſſe ouer. 

6 The Kumbie man ſhall pray therefore; 
nnd ſeeke thee in due time: 

So that the floodes of waters great, 
| ſhall haue no power on him. 


—_— 


— 


7 When trouble and aduerſity, 

| dde compaſſe mee about: 

Thou art my refuge and my ſoy, 

and thou doeſt rid mee out. 

8 Comechither, and I ſhall thee teach;. 

| bow thou ſhale walke aright: | 
And will thee guide as I my ſelſe, . 

zue learnde by pro ofe and fights. 


| 9: Bee not ſo rude and ignorant; - 
as is. the hotſt and'mule. 
Whoſe mouth without a raine or bit, 
from harme thau eanſt not rule. 
10 The wieked man ſhall manifold: 
ſorrowes and grie e ſuſtaine, 
' But vnto him tltat truſtes in Gd, 
his goodneſſt Mall remaine. 


| 11 STS therefore, in elie Lord]. | 
| vp your voce, | 


2 ""Þ- 


* 


* 


Their hoaſtes and 


* u dr 


petfect heart, 
bee glad, and eke rejoyce. 


2 
— — 


— —-» » _—_—_—_—_.——_—_. 


_— 


PSALMEB XXXIT Is 


T4 righteous in the Lord rejoyce, 


it is a ſeemely ſight: 
That ypright men with thankfull yoyce, 
ſhould praiſe the God of might. 
2 Praiſe yee the Lord with harpe and ſong, 
in Pſalmes and pleaſant th nges, 


With Lute and inſtrument among, 


that ſoundeth with ten tringe*, 


3 Sing to th: Lord a ſong moſt news 
with courage giue him praiſe, 


4 For why? his word is euer true, 


his vvoikes and all his wayes. 
5 Tojudgement, equitie, and right, 
hee hith a great good will, 


And with his gifies hee doth delight, 


the Earth th:oughout to fill. 


6 For by the vvord of God alone, 
the heauens all were wrought, 
powers euer-cach-one, 
his breath to paſſe hath brought. 
- The waters great gathered hath hee, 
on h within the Shore. 
And hide them in the depch to bee, 
as in an houſe of ſtore. 


$ All men on earth, both leaſt and moſt, 

. feare God, and keepe his Lavv. 

Yee that inhabite in each coaſt, 
dread him and ſtand in aw, 

9: What hee commanded, vvrought it was, 

at once with preſent (peed 

What hee dot Ill, is brought to paſſe, 
with full effect indeed. 


10 The coutiſels ef the Nations rude, 
the Loid doth drive to nought; 
Hee doth defcate the multitude, 
of thejrdeuiſe and 
1 But his dectees continue fill, 
they neuer flacke nor ſwage: 
The motiobs of his mind and will, 


take placg in euery age. 


12 And bleſt are they to vyhom the Lord, * 


as God and 
Whom hee doth 


„ The Lie 
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is knowne? | 
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For hee alone dock know thethought, © = 7 
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and 
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And yee of pure and 
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| 
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' Foryvhiy 


The 2 : hoſe 1. N oO 2 | Who did him heare y 
15 L v har dh ath wrought'; 


16 A king that truſteth in his hoaſt 
ſhall not preuaile at length. 

The man that of his might doth boaſt, 
ſhall fall for all his ſtrength. 


17 Thetroupeyof horſe- men eke ſhall faile; 
their ſturdy ſ eds ſhall Rerue: 
The ſtrength of horſe ſhall not preuaile, 
the rider to preſetue. 
13 But loe, the eyes of God intend, 
and vvatch to aide the juſt: 
With ſuch asTeare him to offend, 
and on his goodneſſe truſt. 


19 That hee of death and all diſtreſſe, 
may ſet their ſoules from dread, 

And if that dearth the land oppteſſe, 
in hunger them to feed. 

20 Wherets 


and dtiue all dartes ayvay. 


| 21 Our ſoule in God hath joy and game. 


in his might, 
moſt holy Name, 
vvee hope and much delight. ; 
2 2 Therefore, let thy goodnefle, O Lord, 
ſtill preſent vvith vs bee: 
As yvee alvvayes vvith oog accord, 
doe onely truſt in thee. 


rejaya 
? 


—_ 
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PSALME XIXIXIV. 


Will giue laude and honour both, 
vnto the Lord alvayes: | | 
And cle my mouth for cuermore, 
hall] vnto his praiſe, 
2 I doedelne to laude the Lord, 
in ſoule and eke in voyce, 
That humble men, and mortified, 


otay Heare and ſo tejoyce. 


| 23 Therefore, ſce that yee magnifie, 


vvith mee che living Loid, 

And let vs novy ezalt his Name, 

td ethet pvith one accord. 
4 For | wy ſelte beſought the Lord, 

hee anſy vered mee again 
And mee relicude incontinent, . 
| frokialliny fand peine. 
«© Whoſo they bes that him behold, 
, ſhall ſee his light moſt cleare, 
they 


mot to feare. 

6 The fitly wecker hne relief.» | 
gl of. 22 5 

ut delay, 


? 


and rid him but of thru. 
The Anget ag yakd Goth Pi 3 

his tentet = 5 | 
C2 * 


ore our ſoule dotk ſtill depend, 
| on God our — and tay, 
Hee is the ſhield vs to defend, 
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L. 


To ſaue all ſuch as feare the Lord, 
that nothing chem deface. 
8 Taſte and 0 well,therfore, 
that God i good and juſt, 
O hippie man'ithar maketh him 
ts onely ſtay and truſt, 


9 Fear ye the Lord his holy Ones, 
aboue all earthly thing: 

For they that feare the liuing Lord 
are ſure to lacke nothing. 

10 The Lyons ſhal:be hungerrbit, 
and pinde with famine, much, 

Bur as for them that feare theLord 
no lacke ſhall'beeto ſuch. 


11 Come noate, therefore, my children deare, 
andto my word giue care: 
I mall you teachthe perfect way, 
How yee the Lo ſhould feare. 
12 Whois the man that would liue long, 
and lead a bleſſed lite: 
13 See thou rettaihe thy — 4 and lippes, 
from all deceit and ſtii 


14 Turne backe pep from doing ill, 
and doe the godly derd: 

Inquire for peace etneſſd, 
and foltbw it with ſpeed. 

15 For whyz theeyes of God aboue, 
vpon the juſt are bent, 

His eares likewiſe dot heare the plaint, 
Al che poote innocent. 


1 6 But hee doeth frowne & bend his browes, 
vpon the wicked traine, 

And cuts away the memorie, 
that —_ of 22 oy. 

17 But when the juſt dae call, and cry, 

d the [rd dk her them ſo, 

That out of paine and miſerie, 

foorth. with hee lets them goes 


18 The Lord is kind end firaight at hand; 
to ſuch as bee contrite: 

Hee ſaues alſo rbeſowowfull. 
the meeke and pure in ien 

19 Pull „ 
that righteous men doe — 

But out of all aduerſities, 
the Lord doth them deliver 


20 The Lord bee and leer, 


his verie bones 


That not ſo muck eee bee 
doth 


periſh. ot decay. 


21 The fone ab . — 


2 2 But they that uy 


the Lord er ſound: 


x 


_ , 


2 Lay hand my God ypon thy ſhield, 


With taſting 1 wy fue 


PSALME Xxxv. 


rd, plead my cauſe againſt my foes, 
confound their force and might: 
Fight on my part agaiaſt all thoſe, 
hat ſeeke with mee to fight. 


thy ſelle in armour dteſſe: 
Stand vp for mee and fight the field, 
to helpe mee from diſtreſſe. 


3 Bring foorth the ſpeare, and ſlop the way, 
mine enemies to with» ſtand 
Then, Lord, vnto my ſoule thus ay, 


| I am thine helpe at 


4 Confoutldthem with rebuke and blame, 
that ſeeke my ſoule to (pill: 

Let them turne backe, and fly with ſhame, 
that thinke to worlke mee ill. 


Let them bee ſcattred all abroad, 
z chafſfe let them bee toſt- 
And by the. Angell of our God, 
diſperft, deſtroyde, and loft. 
s Let Al their wayes bee voyde of light, 
þ and ſlippotie like to fall: 
And (end thine Angell with thy might, 
to pexſecutether all, 


7 For why? without my fault they haus 
in ſecrer ſer their grin: 
And for no cauſe haye 
| totakemy ſoule therein. 
is When they thinke leaſt, and haue no carey 
| O Lord, deſtroy them all, 
Let them bee trapt in their owne ſnare, 
and in tlieir miſchicfe fall, 


Then ſhall my ſoule, mine heart and voyct 
ID * ” 4 
That in the | ma ce, 
ont in is faving Beat E 
10 And then A botes (hall ſpeake and lay, 
my 


.O Lord, ili 


a Que, 


inet np * 
dugn they ge (heme, ! x 
what bud is like to Wert ; 977 


11 That doeſtdetend tke i from them, 
that are both tout and 
And rid the poere from wicktd = 


hat (| wes 

[12 har pode an Foach *. 
0 * 

ee aft, 

| of that Fhedve 

13 And where ts chats 2 


5 their intent wa 


14 Yet | When tl 5 
and clad my e 
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to pray { wearer r 
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I did wy _ behave, 
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And as one 


about h . 1 


16 But in my trouble they did joy, 


and gather on a rout: 
Yea, 4 ſlaues at mee did 2 
with mockes and checkes full ſtout, 
17 The belli and flattering traine, 
at feaſts did mee deride: 
They gnaſh their teeth with great diſdaine, 
and vvr; de their mouth aſide. 
15 Lord, when! vvilt thou amend this geare? 
why doeſt thou ſtay and pauſe ? 


Oh, rid wy ſbule repleat with feate, 
out of theſe Ly ons clawes. 


15 Sothen' vvill Itziue thinkes to thee, 
before thy — 4 — 7 
And where in preaſe 
there will Le thy praife. 
20 Let not my foes preuaile on mee, 
vvhich hate mee for no fault: 
Nor yet to winke or turne their eye, 
that cauſeleſſe race affaule. , 


21 Of peace no word they'thinke ot (ay, 


their talke is all vntrue: 
They ſtill conſnk;, arid vvouid betray 


the thing thac wee 


23 But, Lord, thou ſeeſt what wayes they take, 
ceaſe not this geare to mend, 

Bee not farreoff, nor mee forlake, 
25 wen that faile theit friend: 

2 4 Awake, ariſe, aud iſtirbe abroad, 
defend mee in wy righe; 

Reuenge my cauſe, try Lord my God, 
and aide mee with thy ur ght. 


25 According to thy tighteoufnefle, 
my Lord God (et mes ſiee, 
And let them not their pride expreſſe, 

nor ti h ouer mee, 
26 Ler not ery. 

there; there, this'geare goeth trimme: 
Nor giue them caſe to (py on bie, 

wee haue our wilt on him, 


27 Confomnꝭ them vw tebul and ſharne, 
that joy hes L does mourrie, 

And pyy them home with ſpite and blame, 

brag at poſe with ſcorne. 


ks, and cl rejoyce, 


win dere vorc, eb 


e e Load; and ſey, 221 
Lord; and dach e, 
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2 Foras 2 
[: are cut 


30 Wirte tay Mere 

thy ri ee 

Vnto the Lord my God will] 
fing laud and thankes alyyayes. 
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He wicked deedes of the ill man, 
Vrto mine heattdoe vvuneſſe plaine: 
Thar feare of God in him is none: 
2 Though hee himſelfe vvould flatter faine, 
His wickednedle is judgde and ktioyyine. | 


3 His mouth is'bent to rile deceit, 
With ignorance hee is repleat, 
And to doe good hee hath no will, 
4 In bed hte dothfor miſthiefe vvane, 
Full bent to ſeek the vyyay moſt ill. 


5 Thy mercies, Lotd! to heaven reach, 
Thy faithfulneflethe doudes doe preach, 
: b- R e as 3 
y judgements deepe no tongue can tea 
To man nd bead eb art _ 


7 OGad, hovy 
The aa 0 
8 Wich thee they ner ly 
And thou ville giue e them drinke full tree; 


Of plant rivers * 
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(3 Rvdge nor to feethe vricked men. 
232 
or uch at 40 
babe dn vet 


| So ſhall dee = 1-5" 
N "= 


ſoone pale, 
3 Truſt thou therefore in C 


to d 
So ſhalt Fortec hoe 
| and there ſ 
4 ln God ſet all 
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Cad both thy ſelfe and thine affaires, 
3 "oh God with perfect cruſt: 
And thou ſhall ſee with patience, 

thore ſtect both ſure and juſt. | | 
6 Thy perfect life and godly Name, | 
- hee willcleare as the light: | 
So that the Sunne even at noone- day, 
ſhaltnot Hine halfe ſo bright. 


» Bee ſtill, therefore, and ſtedfaſtly, 

on God ſee thou wait then: 

Not ſtinking for the proſperous ſtate, 

of leud and wicked men. 

$ Shake ofEdeſpite, enuy, and hate, 

at leaſt in any wile, 

Their wicked ſteps auoide and flee, | 
and follow not their guiſe. 


9 For euery wicked man will God, 
deſtroy both more and leſſe: 

But ſuch as truſt in God are ſure, 
theland for to poſſtiſe. 

io Wach but a while, and thou ſhale ſee, 

no more the wicked traine: 

No, not ſo muck as houſe or place, 

where once hee did remaine. 


1 1 But mereifull and humble men, 
Wop bw 8 j 

In reſt a rejoyce, 
For nought ſhall them vvich · ſtand, 

12 1 * ous, 

agai juſt « | | 
They gnath their teeth ies as men, | | 
which doc his bane delice. 


* 


13 But while that leud men thus doe thinke, 
the Lord — 4 them to ſcorne: 
For Why hee (eeth their terme approach, 
When they hall Ggh and mourne. 
14 The wicked haue their (word out-drawne 
their bow eke-baue they bent, 
To ouer- throwe and kill the poote, 
as they the right way went, 


35 But the ſame (word ſhall pierce their hearts 
whieh wes to kitt the | 

Likewiſe the bow ſhall breake to ſhivers, 

wherein they put their cruſt, 

« 6 Doubtlefſe — poore eſlate, 

is better a great deale more: | 

Than all tbe(e Jewde and, worldly mens 


+a peype and heaped Rove. 


1 7 For bee their powerveuer fo Rrong, 
God vvill it ouer-throwe. 
Where contrary hee doth 


* — — — 


- So God ſhall gtaunt thee 


Fo that vrhtre ever hee gooth or vum mh. 
vvolfe. 


1 8 | 


29 Wh:reas the good and 
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When other ſhall bby bie, 
they ſhall bee clad and fed. 
20 For vyhoſoeuer vvicked is, 

And enemies to the Lord, 
Shall quaile, yea melt, euen as Lambes greaſe, 
or ſmoke that flieth. abroad. 


2 1 Behold, the wicktd borroverh much, 
and neuer payeth againe: 

Whereas the juſt by liberall = 

maketh many glad and faine. 

2 2 For they vvVhom God dock bleſſe ſhall have, 

the land for heritage. 
And they vyhom hee doth curſe likevylſe, 
ſhall periſh in his rage. 


2 3 The Lord the juſt mans wayes doth guide, 
and giueth him good ſuccefle: 

To euery thing hee takes in hand, 
hee ſendeth good addrefle, 

24 Though chat hee fall, yer is hee Cure, 
not vtterly to quaile: 

Becauſe the Lord ſtretcheth out his hand, 

at neede, and doth not faile, 


25 I haue beene young, and noyy am old, 
yet did [ neuer (ee, 
The juſt man left, or elſe his ſeede: 
to begge for miſerie. 
26 Bux iueth alvvayes moſt liberally, 
and lendeth vvhereas is need: 
His children and paſteritie, 
receive of God their meed. 


2 7 Flee vice, therefore, and vvickedneſſe, 
and vertue doe embrace: 


to haue 
in carth a dvvelli —4 | 


22 For God fo louerh equitie, 

and ſheweth to his grace: 

That hee h them alvyayes, 
but ſtroyeih the yvicked race, 


godly men, 


inherite all the Land: 
Hauing as Jords all things therein, 
in their ovvne povverand hand. 
30 The juſt mans mouth do euer fpake, 
| of macrers vviſe and hie: 
His tongue doth talke to edifie, 
vvith truech and equirie. 


31 Forin his heart hi Lr of God, 
his Lorddoth ſtillab adde: 


- 
ad Mi — 
88 — 


his foote can neuer ſlide, 
32 The yvicked like a rauening 
' _ thejuſt mandojghbeſetr” ' + 
By al n, 


; ps fall in his Mr. 


33 Th Aout fall intb s hands, 
| renner, »idh 
itn 


OX * 
, * 


„ 


Though hie ſentence gi 
| God rod] lian oor gibi, 


34 Waite 
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34 Waite thou on God, and keepe his way. 
hee ſhall preſerue thee then, 

The Earth to rule, and thou ſlialt (ce, 
deſtroyde theſe wicked men. 


35 The wicked haue I ſeene moſt ſtrong, 
and plac'd in high degree: 

Flourtſhing in all wealth and ſore, 

as doth the Lawrell tree. 

36 But ſuddenly hee paſſed away, 
and loe, bee was quite gone: 

Then l him ſought, but could ſcarce find 
the place where dwelt ſuch one. 


37 Marke aud behold the perfect man, 
how God doth him increaſe: 

For the juſt man ſhall haue at length, 
great joy with reſt and peace. 

38 As fortranſgreflours, woe to them. 
deſtroyde they ſhall all bee, 

God will cut off rheir budding race,” 
and rich poſterity. 


39 Zut the ſaluation of the ſuſt. 
doth come from God aboue: 

Who in their trouble ſerd'th them aide, 
of his meere grace and loue. 

40 God doth them hel pe, ſave. and deliuer, 
from leud men and vnjuſt, 

And ill will ſaue them, whiles that they, 
in him doe put their truſt. 


| ——ů— — 


— — 
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Ve mee not to rebuke, O Lord, 
when kindled is thine ire: 
Nor in thy furie mee corre, 
O Lord. | thee deſire. 
2 For loe, on mee poote wretch haue light, 
thine arrowes ſharpe and keene, 

And on my backe thine heauy hand, 

to lie may well bee ſeene. 


3 Sith.thou art angry, Lord, therefore; 
none health my fleſh is in: 

Nor in my bones, reſt, leſſe or more, 
by reaſon of my finne. 

4 For loe, my wicked deings, Lords 
aboue mine head are gone, 

A greater lode than 7 can ' 
they liq mee ſore ypon, 


3 My wounds ſo flinke and feſtered are, 
as loathſome is to ſee: 

Which all through mine owne fooliſimeſſe, 
betideth vnto mee. 

6 Im bevode downe, and crook: full ſore, 
through this my great diſtrefle: 

"Thar I ouer all the day. 

Wich plaints and heauineſſe. 


7 Por why? with raging heat thro 
wy jones axe whole regleat: 


| 


N 


And in my fleſh no part at all, 
is ſound or yet compleat 
$ So vveake and feeble am 1 brought, 
and broken eke (@ ſore: 
That euen for very griefe of heart, 
I am compeld to-roare. 


fighes alſo, 
hath faild 


9 My whole requeſt, my 
are open in thy fi 


10 Mine heartdoth pant,my 52 


mine eyes haue loſt their lighe. 


11 My louers and my wonted friendes, 
and 


fle thus my pla iefe: 
My kinz-folke 4.5 aloof; 2 
and ſhevy mee no reliefe, 


12 They that did ſeelce my life laid fnares, 
and they that ſought the way, 
To doe mee hurt, ſpake lies, and thought, 
on treaſon allthe day. | 
13 But as a deafe man l becarne,\ 
that could not heare at all: 
And as one dumbe, that openeth not, 
his mouth to ſpeake withall. 


14 Euen as the man both deafe and dumbe,. 
chat anſwereth not againe: 


| When hee reproucd is, ſuch like, 


am I becomecertaine. 
15 For whyf O Lord, on thee with hope, 
I yygit, and doe attend: 
Thou wilt mer heare, my Lord my God, 
and ſuccour to mee fend, 


16 Heare mee in time, ſaid f, left that 
my foes ſhould mee deſpiſe; 
Rejoycing when they ſee mee ſlip, 
vrho then — mee 4 
17 For loe, I am already broug 
, to halte moſt ſhametully: 
And euer preſent mee before, 
is my great miſery: 


1 $ For vvhiles that I my wickednefſ& 
in humble wiſe confeſfſe: 


And whilel1 for my ſinnetull dredes, 


my ſorro doe 


19 My foes doe flill remains aliue, 


and mighty are alſo: 


| And they that hate mee wrongfallic, 


in number hugely grow. b 
20 e ele, 
a e 
and enſue goodneſſe ay. 
21 Forſake not mee, therefore, O Leid; 
bee 2 off away 
With ſſ e haſte vnto mine helpe, 
Gad, wine healch and ſtay, 


Ps A- 
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PSALME XXXIX. 


$4id, I will looke to my wayes, 
for feare I Mould goe wrong: 
[ will take heede all tienes chat 1 
offend not with my _— 
As with a bit I vill xeepe faſt, 
my mouth with force and might, 
Not once to whiſper all the vvhile, 
the wicked are in ſight. 


2 I held my tongue and ſpake no word, 

but kept mee cloſe and ſtill: 
Yea, from good tallce I did refraine, 

but ſore againſt my will. 
3 Mine heart waxt hote within my breſt, 

with muſing, thought, and doubt, 
Whidct did increaſe and ftirre the fire, 

at laſt theſe words braſt out. 


4 Lord, number out my life and dayes, 
which yet I haue not paſt, 
So that | may bee certified, 
how lopg my life ſhall laſt, 
5 Lord, thou haſt powred out my life, 
in length much like a ſpan, 
Mine age is nothing vnto thee, 
ſo vainę is euery man. 


6 Man walketh like a ſhade, and doth 
in vaine himſelfe annoy: 

In getting goods and cannot tell, 

who 7 thc ſame enjoy. 

7 Now, Lord, ſuh things this wiſe dos frame 
what helpe doe | defire: 

Ot trueth ming hope doth hang on thee, 
I nothing elſe cequize, 


$ From all the finyes that I haue done, 
Lord, quite mee out of hand, 
And make mee not a ſcorne to fooles, 


that nophing vnderſtand. 
9 | ſhou'd haue beene asduwbe, and to, 
complaine, m lippes not moue, 


Becauſe | knew it was thy wake, 
my patience to proue. 


10 Lord. tale from abe ſcgurga and plague, 


can them nog, 
For I conſume and pine wich feare, 
of thy moſtbeauie hand, 
11 When thou for ſinne doeih man rebuke, 
hee waxgth woe and wan: 
As doth 2 cloath that wothes haue fret, 
ſo vaine is euery man. 


12 lach ber: n ſute, and 


ſojourne like a fl 


good heade, 


8 
er hzere, 
* as did my fathers all. 


+3 Oh, (pare a little, giue mee ſpace 
l my 3 for 10 reſtore: 
Before 1 goe away from hence, 
and ſhall bee ſeene xo mag 
ut 
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| 
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PSALMuE XI. 


Waited long, and ſought the Lord, 
and patiently did beate: 
At length to mee hee did accotd, 
my voyce and cry to heate. 
2 Hee pluckt mee from the lake ſo deepe, 
out of the myre and clay, 
And on a rocke hee ſet my feete, 
and hee did guide my way. 


3 To mee hec taughta plalme' of praiſe, 
Which! * — 

And ſing ae ſongs of th inkes alwayes, 
vnto the Lord our God. 

4 When all the folke theſe thinges ſhall ſee, 
as people much afraide: 

Then ynto the Lord vvill flee, 
and truſt vpon his aide. 


O bleſt is hee yyhoſe hope and heart, 

doth in the Lord remaine: 
That wich the proude doth take no part: 

3 1 as lie and faine. 

or, Lord my God, thy vvondtous deeds, 
: in greatneſſe farre doe baſe, _ 
Thy tawoyr towards ys exceeds, 

all chinges that euer was. 


When I intend and doeth deuiſe, 
thy workes abroad to ſhow, 


| Toſucha reckoning they doe rife, 


thereof none end I know, 
6 Burat offrings thou didſt not deſire, 
(mine cares vvell vnderſtand) 
Nor ſacrifice for ſinne with fire, 
thou didſt at all demand. 


7 Zut then ſaid I, behold, and looks, 
[ come, O Lord, to thee: 
For in the volume of thy booke, 
thus is it vvrit of mee. 
That I O God, with my whole mind, 
thy will to doe like well, 
For in mina heart thy Law find, 
faſt placed there to dwell. 


9 Thy juſtice and thy righteouſnefle, 
in great reſorrs I tell: 

Behold, my t no time ſhall ceaſe, 

O Lord, thou knoweſt full well. 

10 l haue not hid withja my beſt, 
thy goodneſſe as by ſtealth: 

But I deslace, and haue expreſt, 
thy trueth and ſauing health. 


I kept not doſe thy louing mind. 
that no man ſhould it know, 

The truſt that in thy erueth t find, 
to all the Charch I hw 


11 Thy tender mereie, Lord, from mee; 


vvich- dra thau not avyay, 


| But lie thy loue and veritie, 


13 For 


* 
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12 For I with miſchiefes many one, 
am (ore beſet about: 
My ſinnes tuch hold hath tane mee on, 
| can not once looke out. 
Yea, they in number farre exceed, 
the hiires vpon mine head, 
So that mine heart doth faint for dread, 
that | almoſt am dead. 


13 With ſpeed ſend helpe, and ſet mee free, 
O Lord, [ thee require, 

Make haſte with aide to ſuccour mee, 
O Lord, at my deſire. 

14 Let them ſuſtaine rebi ke and ſhame, 
that ſeeke my ſoule to ſpill, 

Driue backe my foes, and them defame, 
that wiſh and would mee ill. 


15 For their ill fates doe them deſtroy, 
that would deface my Name, 
Which at mee thus doe raile and cry, 
fye on him, fye for ſhame. 
16 Let them in thee haue joy and wealth, 
that ſec ke to thee alwayes: 
That ſuch as loue thy ſauing health, 
may lay , to God bee ptaiſe. 


17 But as for mee, I am but pure, 
oppreſt, and brought full low, 

Yet thou, O Lord, wilt mee reſtore: 
to hcalth full well I know. 

For why! thou art mine hope and truſt, 
my retuge, helpe, and x 

Wherefore, my God, as thou art juſt, 
with mee no time delay. 


PSALME XII. 
He man is bleſt that carefull is, 
the needy to conſider: 
For in the ſeaſon perilous, 
the Lord will him deliver. 
2 The Lord will make him (ate and ſound, 
and happy in the land: 
And hee will not deliver him, 
into his enemies hand. 


3 And in his bed when hee lyeth ſi. ke, 
the Lord will him reſtore, 

And thou, O Lord, willturneto health, 
his ſickeneſſe and his ſore. 

4 Then in my ſickeneſſe thus ſay I, 
haue mercie, Lord, on mee, 

And heale my ſoule, which is full woe, 
that I offended thee. 


5 Mine enemies wiſht mee ill in heart, 
and thus of mes did ſay, | 

When ſhall hee die, that all his name, 
may vaniſh quite away ? 

6 And when they come to viſite mee, 
they aske if | doe well, 

Zut in their heartes miſchiefe they barch, 
and to thaia mates ir tell. 


PSALME XLI, XIII. 


— 


7 They bite their lips and whilper ſo, 
as though they would mee charme, 
And caſt their fetches, how to trap 

mee with ſome mortall harme, 


| $ Some grieuous ſinne hath brought kim te. 


this ſiclceneſſe, ſay they plaine, 
Hee is ſo low, that without doubt, 
riſe can hee not againe. 


9 The man alſo that I did truſt, 

wich mee did vſe deceity 

VV ho at my table ate my bread, 
theſame for mee laid wait. 

10 Haue mercy, Lord, on mee therefore, 
andlet mee bee preſerude. 

That I may render vnto them, 

the things they haue deſerude. 


1 1 By this I know afſuredly, 

to bee belou'de of thee: 

When that mine enemies haue no cauſe, 
to triumph ouer mee. 

12 But in my tight thou haſt mee lce pt, 
and maincained alway: 

And in thy preſence place aſſignde, 
where [ ſhall dwell for aye. 


13 The Lord the God of Iſrael, 
bee praiſed euermore. 
Euen ſo dee it, Lord, will 1 (ay, 


euen ſo bee it therefore, 


OG _— — — — 
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PD ALITIT, 


8 2s the Hart doth breath and bray, 
the well ſprings to obtaine: 
So doth my ſoule deſire alway, 
with thee, Lord, to remaine. 
2 My ſoule doth thirſt, and wold draw neare 
the liuing God of might, 


| Oh, when ſhall | come and appeare, 


in preſence of his fight, 


3 The teares all times are my repaſt, 

| hich from mine eyes doe ſlide: 

| V Vhen wicked men cry out ſo faſt, 
where is now God thy Guide? 

4 Alas, what griefe is it to thinke, 
what freedome once l had? 

| Therefore my ſoule as at pits brinke, 

is moſt heauy and (ad. 


| VVhen I did march in good array, 
well furniſſu with my traine: 
Vnto the Temple was our way, 
with ſongs and heartes moſt faine; 
| 5 My ſoule, why art thou ſad alwayes, 
and frerſt thus in my breſt, 
Truſt ſtill in God, for him to praiſe, 
I hold it euer beſt, 


By him b haue ſuccour at neede, 


- 
MW. 


5 all paine and griefe : 


1 


PSALME XLI1I. XIIV. 


Hee is my God, which wh all ſpeed, 
will haſte to ſend reliefe. 

6 And thus my ſoule within mee, Lord, 
doth faint to thinke vpon 

The Land of lordan, and record, 
the little hill Hermon. 


7 One griefe another in doth call, 
as cloudes burſt our their voyte, 

The floodes of euils that doe fall, 
tunne ouer mee with noyce. 

$ Yer I by day felt his goodnefle, 
and helpe at all-aflayes: 

Likewiſe by night I d:d not ceaſe, 
the liging God to praiſe. 

9 l am perſwaded thus to ſay, 
to him with pure pretence: 

© Lord, thou art my guide and ftay, 
my rocke, and my defence. 

Why doe I then in penſiueneſſe, 
hanging the head thus walker 
While that mine enemies mee appreſſe, 

and vexe mee with their talke? 


10 For why? they pierce mine inward partes, 
with panges to bee abhorde: 

When they cry out with ſtubborne heartes, 
where is thy God thy Lord. 

2 1 So foone why doeſt thou faint and quaile, 
my ſoule with 1 1, e 

With thoughtes why doeſt thy ſelfe aſſaile, 
ſo ſore within my bceſt ? 


Truſt in the Lord thy God alwayer, 
and thou the time ſhalt ſee: 

To giue him thankes with laud and praiſe, 
for health re ſtorde to thee, 


— 
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PSALME XIII I. 


Vage and revenge my cauſe, O Lord, 
from them that euill bee, 


Prom wicked and deceithull men, 
O Lord, delluer mee. 
2 For of my ſtrength thou art the God, 


why putſt thou mee thee fro! 
And why? walke I ſo heauilie 


oppreſſed with wy feet 


3 Send out thy light, and eke thy trueth, 
and lead mee with thy grace: 

Which may conduct mee to thine hill, 
and to thy 1 . 

4 Then ſhall to the A egos, 
of God, my joy and : 


And en mine harpe giue thankes to thee 
O God my God moſt deare, r 


3 Why art thou then ſo ſad, my (oule? 
and ftetſt thus in my breſt / 


Still truſt in God, for him to praiſe 
—— bats, © 


—— 


By him I baue deliverance, 
againſt all paines and griefe: 
Hee is my God, which doth alwayes, 
at need ſend mee teliefe. 


——— —_—— —— 
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PSATLMZ. XLIVs 


Vr eares haue heard our fathers tell, 
and reuerently record, 
The vvondrous wol kes that thou haſt 
in alder time, O Lord. (done 
2 How thou didſt caſt the Gentiles out, 
and ſtroyedſt them with ſtrong hand, 
Planting our fathers in their place, 
and gaueſt to them their land. 


| 3 They eonquered, not by (word nor ſtrẽgih, 


the Land of thy beheſt, 


But by thine hand, thine arme and grace, 


becauſe thou louedſt them belt. 

4 Thou art my King, O God, that helpt, 
laakob in ſundry wiſe: 

Led with thy power, we threvy down luck, 
as did againſt vs riſe, 


6 1 truſted not in bow nor (word, 
they could not aue mee (ound? 

7 Thou keptſt vs from our enemies rage, 
thou didſt our foes confound. 

And ſtill vvee boaſt of thee our God, 
and praife thine holy Name: 

9 Yet no thou goeſt not with our hoaſt, 
but leaueſt ys ro Mare. 


10 Thou madſt vs flee before our fors, 
and fo was ouer-trode: 

Our enemies ſpoild and tobd our goods, 
when wee were ſparſt abroad: 

» 1 Thou haſt vs giuen to ourfoes, 
as ſheepe for to bee flaine: 

Amongſt the Heathen euery where, 
fcattered wee doe remaine. 


12 Thy people thou haft ſold like ſtaues 
and as athing of nought: 

For profite none thou hadſt thereby, 

no 2 at all was ſought. 

13 And to ourneighbours thou haſt mage, 
of vs a laughing ſtoc ke: 

And thoſe that — about ys dwell, 
at vs doe grinne and mocke. 


14 Thus wee ferue for none other vſe, 
but for a common talke: 
They mocke, they ſcome, and nod their head; 
where euer wee goe or walke, 
15 Lam aſhamde continually, 
to heare theſe wicked men: 
Yea, I ſo bluſh, that all my face, 
with red is couered then. 


16 For Wh we heare ſuch flandrous werde 


— 


That death it is to ſee their wronges, 
their threatniages and their cries. 
17 For all this wee forget not thee, 
nor yet thy couenant breake: 
id Wie turne not backe our heartes from thee, 
nor yet thy pathes forlake. 


19 Vet thou haſt trode vs done to duſt, 
where dennes of dra bee: 

And couered vs with ſhade ol death, 
and great aduerſitie. 

ao lt wee had our Gods Name forgot, 

and helpe of idols ſought: 

21 Would not God then haue tride this out * 

for hce doth kaow our thought. 


22 Nay, nay, for thy Names ſake, O Lord, 
alwayes are wee ſlaine thus: 
As ſh:epe vnto the ſhambles ſent, 
rightſo they deale with vs. 
23 Vp, Lord, why ſleepeſt thou? awake, 
and leaue vs not for all: 
24 Why hideſt thou thy countenance, 
and doeſt forget our thrall ? 


25 Fordowne to duſt our ſoule is brought, 
and wee now at laſt caſt: 

Our bellie like as te were glu de, 
vnto the ground cleaues faſt, 

26 Riſe, vp therefore, for our defence, 
and helpe vs, Lord, at need: 


Wee thee beleech for thy goodneſſe, 
to reſcue vs with (peed, 


* 


— 
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PSALMI XIV. 


* -_ _ take in hand, 
ome godly ſong to ſing: 
The prate chat | that) — therein, 
pertaineth to the King, 
My tongue ſhall bee as quicke, 
his honourto endite: 
As is the penne of any ſcribe, 


that vſeth faſt to write. 


20 — web all men, 
thy ſpeech is pleaſant pure: 

For God hath bleſſed thee ith giftes, 
for euer to endure. 

3 About ches gird thy ſyvord, 
thou m Prince of fame: 

VVhich is theglory and renoune, 
and honour of thy Name, 


4 Goe foorth vvith ef ſpeed, 
in mee keneſſe, prof and right, 
And thy right hand ſhall thee inſtru, 
= 2 of dreadfull might. 

5 Thy ſhaftes are ſharpe, O . 
to peates thy foes heartes all, 
Therefore ſhall Nations thee obey 


and at thy en doe ful 


— — 


PSALME XLY. XLVI. 
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6 Thy Royall ſeat, O Lord, 
for euer ſhall remaine: 
Becaule the Scepter of thy Realme, 
doth righteouſnefle maintaine, 
7 Thou righteouſneſſe doeſt loue, 
and wickedneſfle deteſt: 
Becauſe God hath anointed hee, 
vvick joy aboue the reſt. 


8 Of Myrrhe and Caſsia, 
thy clothes moſt ſweete ſmell had, 
V Vhen thou didſt from thy Palsee paſſe, 
vvhere they had made thee glad. 
9 Amongſt thy Ladies are, 
Kinges Dau right demure, 
At thy right hand the Queene doth ſtand, 
arrayed in gold moſt pure. 


10 O daughter, take good heede, 
inclive and giue good eare, 

Thou muſt forget thy lcinred all, 
and fathers houſe moſt deare, 

1 1 So ſhall the King gefire, 
thy beautie excellent: 

Hee is thy Lord, therefote ſhalt thou, 
to honour him bee bent. 


1 2 The daughters then of Tyre, 
vvith —— full rich to ſee: 
And all the vvealthie of the Land, 


= _ ang 9 _ 

13 The Daughter ot the Ki 

is glorious to behold, 8 

V Vithin her chamber ſhee doth ſit, 
deckt vp in broydred gold. 


14 In robes by needle wrought, 
vvith many pleaſant thing: 


| And Virgins faire on her to vvait, 


ſtree commerh to the King. 
15 They ſhall bee brought vvith joy, 


and mirth on euery fide, 
lato the palace of the King, 
and there they ſhall abide/ 


16 In ſtead of parentes left, 
O Queene, the caſe ſo ſtands, 
Thou ſhalt haue ſonnes, whom thou mayſt ſet, 
as Princes in all lands. 
17 V Vherefore thine holy Name, 
all ages ſhall record, 
The people (hall giue thankes to thee, 
for euermore, O Lord. 


— 


PSALMB XLVTIs, 


He Lord is our defence and aide, 
the ſtrength whereby vvee ſtand, 
VVhe vve with vvoe vvere 


2 No though the waues doe rage ſo lore, 
thit all the bankes it ſpilles: 

And chough it ouer-fow the ſhore, 
and beat downe mighty hillcs- 

4 Vet one faire floode doth ſend abroad, 
his pleaſant ſtreames apace, 

To freſh the City ot out God, 
and waſh his holy place, 


5 In midſt of her the Lord doth dwell, 
ſhee canno whit decay: 

With (peedy helpe thoſe that rebell, 

+ againſt her, God will tay. 

6 The Heathen flocke,the Kingdomes fearc, 
the people make a noyce: 

The Earth doth melt, and not appeare, 
when God puts foorth his voyee. 


The Lord of hoaſtes doth gake our part, 
to vs hee hath an eye, 

Our hope of health, with all our heart, 
on [aakobs God doth lye. 

Come heare and ſee, with mind & thought, 
the working of our God, | 

What wonders hee himſelfe hath wrought, 
throughout the Earth abroad. 


9 By him all warres are huſkt and gone, 
which countries did conſpire, 
Their bowes hee brake, and 8 eachone, 

their charets burnt with fire. 
10 Leaue off, therefore, ſaith hee, and know, 
am a God moſt ſtout, 
I will bee praiſde of high and low, 
euen all the Earth throughout. 


11 The Lord of hoaſtes doth vs defend, 
hee is our ſtrength and tower: 

On Iaakobs God doe wee depend · 
and on his mighty power. 
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PSALMS 


IR all folke with joy, 
Clap hands and rejoyce, 
And fing vnto God, 

With moſt chearefull yoyce? 

2 For highis the Lord, 

And feared to bee, 
The Eatth ouer all, 
A great King is hee. 

3 In daunting he folke, 
Hee hath ſo Well wrought, 
That vnder ut feete, 

Whole Natiqns ate brought. 


4 An heritage faire, 
Hee choſe vs to moue: 

Which laakob en oyed, 
Whom hee ſo did loue. 
5 Our God is gone vp, 


xL VII. 
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6 Sing praiſes to God, 


To witgeſſe the ſame, 


Sing praiſes, I (ay, 
To this our great King, 
Sing ptaiſes alway. 


7 For of all the Earth, 
Out God is the King: 
Such as voderſtand, 
Now praiſe to him fing, 


8 The Heathen to rule, 


God allo doth reigne: 
Who doth 2 

His high Throne-remaine. 

9 Strange Princes doe come, 

Vnto the Lords fold, 
Wha are as his ſhieldes, 
His Church vp to hold: 
For ſhieldes of th: world, 
Belong to th: Lord. 

Hu Namco exalt, 

Let all men accord. 
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PSALM E 
(3 's the Loed, and with great praiſe, 
to bee advanced ſtill: 
Within the Citie of our God, 
ypon his holy hill. 
2 Mount Sion is a pleaſant place, 
it gladeth all the lang: 
The Citie of the mighty King, 
on her North · ſide doth ſtand. 


3 Within her Palaces the Lord, 
is knowne a refuge ſure: 
4 For loe, the Kinges together oame, 
her ruine to procure. 
5 But when they did behold the ſame, 
they wondred, and they were 
Aſtonied much, and ſuddenly, 
were dtiuen backe with feare. 


6 Great terrour there on them did fall, 
for very woe they cry: 
As doth a woman when ſhee ſhall, 
goe trauell by and by, 
7 As with the ſtormy Eaſterne winds, 
thou breakeſt the ſhips that ſaile, 
Of Tatſhiſh, ſo they ſcattered were, 
deſtroyde and made to quaile. 


8 VVithin the Citie of che Lord. 
ryee ſaw as it was tolde: 
Lea, in the Citie of our God, 
which hee will aye vp. hold. 
9 O Lord, wee wait, and looke to haue, 
thy louing helpe and grace: 
For which all umes wee doe attend, 
within thine holy place. 


With and tame, 
Wah (auld of the trumpe, 


— 
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And thy right hand, O Lord, is full, 
of righteoylnefle alwayes: 

11 Let for thy judgements Sion mount, 
with joyes fuifflled bee: 

And let Ichudas daughters all, 
bee glad, O Lord, in ihre. 


12 Goe walke about all Sion hill, 

yea, round about her goe: 
And tell the Bul- warkes that thereon, 

are builded on a rowe, 
15 View and marke well the wall thereof, 

behold her towers hie: 
That you of it may make report, 

to your polteritie. | 


14 For euen this God, our God is hee, 
for euer and for aye. 
Hee ſhall direct, and vs conduct. 
* euento our dying day. 
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PSALME KLI Xo 


Ll people hearken and giue eare, 

to that that ] ſhall tell: 
2 Both high and low, both rich &.poore, 

that in the world doe dwell. 

3 For why? my mouth ſhall make diſcourſe, 

of many things right wiſe: 
In vnderſtanding hall mine h:art, 
his ſtudy exetciſe. 


4 1 will incline mine eare to knows 
the parables ſo darke: 

And open all my doubrfull ſpeach, 
in mceter on mine 

5 VVhy ſhould I feare afflictions, 
or any carefull toile ? 

Or elſe my foes, which at my hedles, 
are preſt my life to ſpoile. 


6 For as for ſuch as riches have, 
22 rug is moſt; 

A which of their treaſures great, 
22 doe and boaſt. 

7 There is not one of them that can, 
his brothers death redeeme: 

Or that can giue a price to God, 
ſufficient for him, 


$ It is too gest a price to pay, 
none can thereto attaine: 


9 Or chat hee might his life prolong, 
or not in grane remaine. 

10 They ſee wiſe wen, as well as fooles,' 
ſubj.& vnto deathes bands: 

And being dead ſtrangers poſſeſſe, 
their goods, their rents, their landes, 


11 Their careis to build houſes faire, 
1 . . 
o make their Name, right great in Hanh, 
for euer 30 endure, ; 
[ 
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PSALME XLIX. I. 
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1 2 Yet ſhall no mim alwayes enjoy, 

high honour, wealth, andeſt: | 
But ſhall at length taſte of Deathes cupps, 
aſwell as the bruite beaſt, 


13 And though they try theſe fooliſhthoughts 
to bee lewd and vaine: 

Their children yet approue their talke » 
and in like ſinne remaĩne. 

1 4 As ſheepe vnto the fo de are brought, 
ſo ſhall they into graue: 

Death ſhall them eate, and in that day, 

the juſt ſhall lordſhip haue. 


Their image and their royall port, 
ſhall fade and quite decay: 
V Vhea as from houſe to pit they paſſe, 
with woeand yvell away. 
15 But God will ſurely mee preſerue, 
from death; and endleſſe paine. 
Becauſe hee will of his good grace, 
my ſoule receiue againe, 


4083. | 


16 It any man waxe wondrous rich, 
feare not, I lay, therefore, 

Although the glory of his houſe, 
increaſeth mere and more. 

17 For when hee dyeth, of all theſethinget; 
nothing ſhall hee receiue: 

His glory will not follow him, 

is pompe will take her leaue. 


13 Yet in this life hee taketh himſzlfe, 
the happieſt vader Sunne: 

And others likewi rhim, 
ſaying, all is well done. 

19 And preſuppoſe hee live az long, 
as did his fathers olde: 

Yet mult hee needsat length giue place, 

and bee broughn to deathes folde. 


20 Thus man to hogour God hath calde, 
yet doth hee not conſider: 
But like bruite beaſtes ſo doth hes liue, 
which turne to duſt and powder. 
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PAT un . 


HE mighty God, 
- th'Eternall hath thus ſpoke, 
And all the world, 
hee will call and prouoke, 
and ſo fdorth to the Weſt, 
2 From towud Sion, 
whict place him liketh beſks 


God will a 
moſt excellent, 


in bea 
Our God will come. 
before that long time be ſpent, 


3 Deuouring fire, 


ſhall goe before hls face, 


A great tempeſt. 
D 3 


hall round about him trace, 
4 Then ſhall hee call, | 

the earth and heauens ſo bright, 
To judge his folke, 

with equity and right. 

x Saying, goe to, | 
and now my Saintes aſſemble, 
My pact they keepe, 
their giftes doe not diſſemble, 


6 The heavens ſhall, 

declate his righteouſneſſe, 
Fot God is judge, 

ofall things more and leſfe, 
7 My peopleheare, 

for I will now reucate, 


Liſt Iſrael, 
ht conceale, 


[ will chee n 
am 1, and will not blame thee, 
8 For giuing not, 


all manner offciags to mee. 


9 [ have not need, 
to take of thee at all, 
Goares of thy fold, 
or Calfe out of thy ſtall: 
10 For all the beaſtes, 
are mine within the yyoods, 
On thouſand hilles, 
the beaſtes are mine ovyn goods: 
21 I know for mine, 
all birdes chat are on mountaines: 
All beaſtes are mine, 


which haunt the fieldes and fountaines. 


12 If I were hungrie, 
1 would thee not it tell: 
For all is mine, 
that in the world doe dwell. 
13 Eat I the fleſh, 
of great bulles and bullockes? 
Or drinke the blood, 
of goate:, and of theflockes? 
14 Preſent to God, i 
due thankefulnefſe and praiſe, 
And pay thy vdwes 
to him moſt high alway es. 


15 Call ypon mee, 
when tcoubled thou ſhalt bee, 
Then will 1 helpe, 
and thou ſhalt honour mee, 
16 To vvicked men, 
thus ſayth th'Ecernall God, 
Why doeſt thou preach, 
my Lawc and Reftes abroad? 
Seeing thou haſt, 
them with thy mouth deformed 
27 And hatſt ro bee, 


My words, I (ay, 
thou doeſt rejeR and hate: 


13 lf chat thou ſee, 
6 thiefs, as vvich thy mage, 


PSALME IL. 


LI. 


Thu rungeſt with him, 


and ſo your prey dos ſeelce, 
And arr all one, 


with bawdes and ruffians ełce. 


| 19 Thou giueſt thy ſelfe, 


to backe-bire and to ſlanderg 
And how thy tongue 


deceiuech, it is a wonder. 


20 Thouſits muſing, 


thy brother how to blame: 
And how to put 


thy mothers ſonne to ſhame, 
| 21 Theſe _ thou didſt, 
and whilft 1 held my tongue, 
Thou didſt mee judge, 
( becauſe l 
| Like to thy ſelfe: 
yet 3 [ kept long ſilence, 
Once ſhalt thou feeſe, 
for thy wrongs juſt recompence, 


21 Conſider this, 


yee that torget the Lord, 

And feares not whcn 

hee chreatneth with his word, 
Leſt w_ helpe, 

I (poile you as a prey, 
But 147 ＋4 3 s 
Saith the Lord God, 

and hee that vvalketh this trace, 

I will him teach, 
| Gods ſauing health to embraces 


— 


ide ſo long) 


PSALME LI. 


O Lord, conſider my diſtreſſe, 
And novv vvith ( 


My ſinne deface, my faultes tedteſſe, 
Good Lord for thy great mercie ſake. 


2 Waſh thee, O Lord, and make mee cleane, 


From this vnjuſt and finncfull act, 
And purifie yet once againe, 
Mine hainous crime and bloody fact. 


3 Remorſe and ſorrovy doth conſtraine, 
Mee to acknovvledge mine exceſſe: 
My ſinnes, alas, doth till remaine, 
Before my face vvithout releaſe., 
4 For thee alone I haue offended, 
Commirting euill in thy ſight: 
And if I vvere theretore condemned, 


Yet vvere thy judgements juſt and right, 


5 le is tos manifeſt, alas, 
That firſt I yyasconceiu'd in ſinne: 
Yea, of my mother ſo borne vyas, 
And yet vile vvretch remaines therein. 

6 Alſo behold, Lord, thou doeſt loue, 

The invrard trueth of a pure heart, 

Therefore thy vviſedome from about, 

Thou haft reueaide mes to conuert, 


anne 


—  — — — — 


peed (ome pitie tale, 


* 


PSALM E. II. 


And if thou waffi away my ſpot, 
The (now in whitenefle ſhall I pafſe. 
Therefore, O Lord, ſuch joy mee ſend, 
That inyyardly | may finde grace: 
And that my ſtrength may now amend, 
Which thou haſt ſwagde for my tteſpaſſe. 


9 Turoe backe thy face and frowning ire, 
(For I haue felt enough thine hand ) 
And purge my ſinnes I thee deſire, 
Which doe in number paſſe the ſand. 

10Make new mine heart within my bteſt, 
And frame it to thine holy will: 

Thy conſtant Spirit in mee let reſt, 
Which may theſe raging enemies kills 


21 Caſt mee not out, Lord, from thy face, 
But ſpeedily my torments end: 

Take not from mee thy Spirit and grace, 
Which may from dangers mee defend. 

2 2Reſtore mee to theſe joyes againe, 
Which I was wont in thee to find: 
And let mee thy free Spirit retaine, 
Which vnto thee may ſtirre wy mind, 


2 3 Thus when I ſhall thy mercies know, 

I ſhall inſtruct others therein: 

And men that are likewiſe brought low, 
By mine example ſhall flee finne. 

140 God. that of mine health art Lord, 
Forgiue mee this my bloody vice: 

Mine heart and tongue ſhall then accord, 
To fing thy mercies and juſtice. 


35 Touch thou my kppes, my tongue vntie, 
O Lord, which art the onely kay: 
And then my mouth ſhall teſtifie, 
Thy wondrous vyorkes and praiſe alway. 
16 And as for outward ſacrifice, 

I would haue offered many one, \ 

But thou eſteemeſt them of no price, 

And therein pleaſure takeſt thou nore, 


15 The heauie heart, th: mind oppreſt, 
O Lord, thou neuer doeſt reje ct: 
And te ſpeake trueth it ĩs the belt, 
And of all ſacrifice th effect. 

11 Lord, vnto Sion turne thy face, 
Povvre out thy mercies on thine hill, 
And on leruſalem thy grace, 

Build vp the walles, and loue it ſtill, 


»9Our effrings then thou wilt receaue, 
Of and righteouſneſſe, I fay, 
Yea, calues, and all that thou doeſt craue; 
Vpon thine Altar ſhall wee lay. 


f NS — * i 
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PSALME 111. 


Hy doeſt thou tyrant boaſt abtoad, 
on wicked workes to praiſe, 

Doeſt thou not Know there is a God, 

whoſe mereics laſt ab. 


'L I J. E 11 J. 
2 Why doth thy minde yet fill dcuiſe, \ 
ſuch wicked wyles to vvarpe? 
Thy tongue yntrue in forging lies, 
is þ e a taſour ſharpe. 


3 On miſchiefe why ſetſt thou thy mindj 

and vvilt not vyalke vpright * | 

Thou haſt more luſt falſe tales to find, 

| than bring the trueth to light, 

4 Thou doeſt delice in fraud and guile, 
in miſchiefe, blood, and wrong: 

Thy lippes haue learnde the flattring ſtyle, 
O falſe deceitfull tongue? 


5 Therefore ſhall God for aye confound, 
2 thee from thy place: 

Thy feed roote out from off the ground, 
and ſo ſhall th:e deface. 

6 The juſt vrhen they behold thy fall, 

vvith feare ſhall praiſe the Lord: 
And in reproach of thee vvithall, 
cry out with one accord, 


— 


— 


7 Behold the man that vvould not take, 
the Lord for his defence: 
But of hi goods his god did make, 
and truſt his corrupt ſence. 
$ But! Oliue EE 

ſhallfpring pread abroad: 

For why? my truſt all times hath becne, 

pon the limng God. 


* 


9 For this, therefore, will Tgiue praife, 
to thee with heart and voyce: 

1 will ſet foorth thy Name alwayes, 
vvherein thy Saintes rejoyce. 


— — 


— — 


„5 ME LITE, 


Here is no God, as fooliſh men, 
affirme in their madde moode: 
Their drifres are all corrupt and yaine, 
not one of them doth good, 
2 The Lord beheld from heauen hie, 
= vyhole race 25 me kind: 
And'faw not one that fought indeed, 
the living God to find. 


| 3 They didturne backe, and were corrupt, 
and truely there vvas none: 
| That in the yvorld did any good, 
I ſay there yyas not one. 
4 Doe not all vvicked vverkers knoyy, 
that they doe feed vpon 
My people, as they feed on bread 7 

, the Lord they call not on. 


5 Euen there they yvere afraid, and food 
with trembling all diſmaide: 
Whereas there vyas no cauſe at all, 
; vyhy they ſhould bee afraid, 
For God hi bones that thee bi ſiegde, 
} haih ſcattered all abroad: 
Then Sa 


D 3 


| 


Thou hiſt confounded them, for they, 
rejected are of God. 


6 O Lord, giue thou thy people health, 
and thou, O Lord, fulfill: 
Thy promiſe made to [(rae], 
from out of Sion hill. | 
When God his people ſhall reſtore, 
that erſt was ca ptiue led, 
Then Iaakob ſhall therein rejoyce, 
and Iſrael ſhall bee glad. 


— 


PSALMI LIV. 


Aue mee, O God, for thy Names ſake, 

S And by thy grace my cauſe defend. 
Oh, heare my prayer which I wake, 
And let my wordes to thee aſcend. 
For ſtrangers doe againſt mee riſe, 
And tyrantes ſeeke my ſoule to ſpill: 
They (et not God before their eyes, 
But beat to pleaſe their wicked will, 


Bckald, God is mine helpe and ſtay, 
T1 is with ſuck as doe mee aide; 
5 My foes defpite hee ˖ ox" 


Oh, cut them off, as thou 


(aide 

6 Then ſacryfice, O Lord, will I, 
Preſent full freely in thy fight: 
And vvill thy Name ſtill magnifie, 
Becauſe it is both good and right. 


For hee mee brought from troubles great, 


And kept mee from their raging ire: 
Yea, on my foes, vvhich did mee threat, 


Mine eyes haue ſeene mine heartes deſire, 


— 
—_—_ 
m — — — 
— — 
— 


— 


rens v. 


God, giue eate, and doe apply, 
to heare mee when I pray: 
And when to thee call and cry, 
ide not thy ſelfe away. 
2 Take heede to mee, graunt wy requeſt, 
aud anſwere mee againe: 
Wuh plaines I pray, full ſore oppreſt, 
great griefe doth mee conſttaine. 


3 Becauſe my foes with threates and cryes, 
oppte ſſe mee through — 
And ſo the vvicked ſort ke wviſe, 
to vexe mee haue delite. 
For they in counſell doe conſpire, 
to charge mee with ſome ill: 
And in their haſtie wrath and ire, 
they doe purſue mee ſtill. 


4 Mine heart doth faint for want of breath, 
it par teth in my breſt: 
The terrour and the dread of death, 
doe worke mer much yareſt, 


3 


5 Such dreadfull feare on mee doth fall, 
that I therewith doe quake: 

Such horrour whelmeth mee withall, 

that I no ſhift can make. 


6 But I did ſay, vyho vvill giue wee, 
the ſwift and pleaſant vvinges: 

Ot ſome faire Doue? then vvouſd 1 flee, 
and reſt mee from theſe thinges 

7 Loe, then 1 vvould goe fate avyay, 
to flee I would not ceaſe: 

And I vvould hide my ſelſe, and ſtay 

in ſome great vvilderneſſe. 


8 I vvould bee gone in all the haſte, 

and notabide behind: 

That I were quite and ouer-paſt, 

thoſe blaſtes of boiſtrous winde. 

9 Diuide them, Lord, and from them pull, 
theic deuiliſh double tongue: 

For I haue ſpyed their citie full, 

of rapine, ſtrife, and yyrong. 


10 For they both night and day, about 
doe walk e, vpon her vvall: 

In mids of her is miſchiefe tout, 

and ſorrow eke vvith all. 

11 Her iovvard partes ate vvicked plaine, 
her deedes are much too vyle: 

And ia her ſtreetes there doth remaine, 
all craftie fraude, and guyle, 


12 If that my foes had ſought my lame, 
[ might it vvell abide: 
From open enemies checke and blame, 
ſome yyhere I could mee hide. 
13 But thou that vvas my fellovv deare, 
* yYhich friendſhip didſt pretend: 
And did my ſecret counſell heare, 
as my familiar friende. 


14 With vhom I had delight to tallce, 
in ſecret and abroad: 
And vvee together oft did vyalke, 
vvithin the houſe of God: 
15 Let death in haſte vpon them fall, 
and (end them quicke to hell: 
For miſchiefe reigneth in their hall, 
and pailour yyhere they dvvell. 


16 But I vato my God vvill cry, 
to him for helpe l flee: 

The Lord vvill heare mee by and by, 

and hee vvill ſuccour mee. 
17 At morning, noone, and euening tide, 
vnto the Lord I pray: 

VVhen l ſo inſtantly haue cryde, 
hee doth not (ay mee nay. 


| 18 To peace hee ſhall reſtore mee yet. 

though vvarre bee novy at hand. 
Although the number bee full great, 

chat vvould againſt mee 


19 The Lord that rei aire and late, 
11 


For 


For ſich no change is of cheir ſtate, 
they feate not God, therefore, 


20 Vpon his friendes hee laide his handes, 
which were in couenant knit: 

Ot friendſlup to negleR the bands, 
hee paſſeth not a whit. 

2 1 Though warre within his heart did boile, 
like burter were his words: 

Although his wordes were ſmooth as oile, 
they cut as ſharpe as ſyvordes. 


22 Caftthou thy care vpon the Lord, 
and hee ſhall nouriſh thee: 

For hee willnot for aye accord, 
the juſt in thrall to bee. 

2 3 But God fhallcaft them deepe in pit, 
that thirſt for blood alwayes: 

Hee will no guilefull man permit, 

to live out halfe his dayes. 


Though ſuch bee quite deſtroyde and gone, 
in thee O Lord, I truſt: 
I ſal) thy grace vpon, 
with all mine heart and luſt, 


— — — — 


PSALME 1 v1. 


God, to mee thy mercy ſhow, 


Whom men would'ſwallow and devour, 


Each day they ſtriut to bring mee low, 
Vexing mee ſore from hour to hour. 


2 Mine enemies daylie would mee cate, 
For many doe againft mee fight: 

O thou moſt high, yet in chis ſtrait, 

3 Inthee mine hope is ſurely pight. 


4 I will rejoyce in God for aye, 
Becauſe his words are true and juſt, 
And feare no whit what fleſh doe may, 
To mee, ith I in God doe truſt, 


$ The words which l my ſelfe did ſpeake, 
Are turned to my (mart and griefe: 
Their thoughts eachone te 


On mes cauſeleſſe, to my milchicfe. 


6 In companies conueene doe they, 
Keeping them ſecret in their ſtrait, 
They to my ſteps take heed alway, 
For why? to trap my ſoule they ait. 


7 They thinke they ſhall eſcape atlaft, 
Bec . ey annoy: 
But thou, O God in wrath downe caſt, 

Thele wicked follce, and them deftroy. 


WAY en er nuwbred all, 
F _ 9 TEL | my cares, 


PSALME LVI. LVIIT. 


| 


them to Wrak, 


9 What time to thee I calf and cry. 
Mine enemies then abacke ſhall fleet 
This know [| moſt afſuredly. 

For God the Lord hee is with mee. 


1 0For this I will in God rejoyce: 
Becauſe his promiſes are ſure: 

To him will I lift vp my voyce, 
Whoſe vvord for euer doth endure. 


11 And ſince my truſt in God doch ſtand, 
[ will mans power not feare at all, 

120 Lord, thy vowes are in mine hand, 
To thee I praiſes render ſhall. 


1 3 For thou from death my ſoule reſtorde, 
And keepeſk my feete from flip or fall: 
That | may walke before the Lord, 
Wick ſuch as light haue ouer all. 


E 


PSALMNME I VII. 


Ee mercifull to mee, O God, 
bee mercifull to mee: 
For why ? my ſoule in all afſaultes, 
ſhall euer truſt in thee. 
And till theſe wicked ſtormes bee paſt, 
which riſe on every fide, 
Vnder the ſhaddow of thy winges, 
mine hope ſhall alwayes bide. 


2 I will, therefore, call to the Lord, 
who is moſt high alone: 

To God, who will his worke in mee, 
bring to perfection. 

3 Hee will ſend downe from heauen aboue, 
to ſaue mee, and reſtore: 

From the rebukes of wick: d men, 
that faine vvould mee deuoure. 


God will his mercie ſurely ſend, 
and conſtant trueth alſo: 

To comfort mee, and to defend, 
againſt my cruell foe. 

4 Alas, too long my ſoule doth lye, 
amongſt theſe Lyons kiene: 
That rage and fume lilce flames of fire, 

the (onnes of men I meane, 


Whoſe teeth are like the grynded ſpeare, 
* e are . 
And eke their ton in forging lyes 
are ſharpe 2 e ung ; 
5 Erxalethy. ſelfe, O Lord, therefore, 
aboue the heauens hight: 
And ouer all the Earth declare, 


thy glory, and thy might. 
where I ſhould pa ſſe, 
lay ont? :- 


6 To trap my 
a ſnare they 


My ſouls xyas pt 
} which co 


Before mee they did digge and caſt, 

a deepe aod vgly pit: | 
Yet now they fallen are at laſt, 

themſelues in mids of it, 


7 Mine heart is ready bent, O God, 
mine heart is ready bent: 

1 will ſing ſonges and Pſalmes of praiſe, 
to thee I will preſent. 

8 Awake my tongue, my great delite, 
my viole and mine harpe: 

I will get vp by breake of day, 
and ot my God will carpe. 


| 


9 I will thee praiſe, O Lord of might, 
the people all among: 
And eke amid the Nations great, 


10 For thy goodneſſe is Wondtous great, 
and to the heauens do:h reach: 
The cloudes and elements aboue, 
thy faithfulnefle doeth preach. 


11 Exalt thy ſelfe, O Lord, therefore, 
aboue the heauens hight? 

And ouer all the earth declare, 
thy glory and thy might · 


| 
of thee ſhall bee my ſong. | 
| 
| 


3 


—— 


— 


| 


F8ALMB LV1TT 1, 
[23G is it true, O froward folke, 
doe yee vnjuſtlie talkc? 
O ſonnes of men, in judging thus, 
doe yee vprightly walke f 

2 Nay, nay, yee rather miſchiefe muſe, 

whereto your heartes bee bent, 
To execute your cruell rage, 

on eatth, your time is ſpent, 


3 But what? the wicked rangers are, 
and from the wombe they ſtray: 
Yea, from theit birth they lewdly erre, 
and none ſolye as * fag 
4 Their ſubtle malice doth ſurmount, 
the crafty ſerpents ſpeare: 
5 Who could th'enchanters charmes auoide, 
by ſtopping of her eare. 


6 Breake thou, O Lord, the teeth of ſuch, 
as dath the trueth deuoute: 
The jawes of theſe young Lyons, Lord, 
breake downe and ſwadge their power. 
7 And as the waters doe decreaſe, 
away (0 let them paſſe: © | 
When that thou doeſt thine arrowes ſhoore, - 
then let them breake as glaſſe. | 


Let ſuch conſume, as doth a (naile, 
whoſe nature is to melt: 

Or like vntimely fruit, whole eyes, 
no Sunne ha h ſeene or felt 


9 As flaſh ted- r 


* 


PSALME LVIII. LI X. 


vnmerte for meste 
till changed:emnggeby fice;,* 


HH 5A 1 


- 


po 


So let them, Lord, fade hence, as with, 
a whirle- winde in thine ire. 


10 The righteous ſhallin heart rejoyce, 
thy vengeance thus to ſee: 

And bath his feete in ſuch mens blood, 
with pure effect ſhall hee. 

11 And men ſhall (ay now of a ttueth. 
the righteous fruite may haue: 

By ſeeing God to judge the earib, 
and yet his flocke to ſaue, 


* — 


PSALME LI X, 


D Eliuer mee, my God of might, 

From danger of mine enemies: 
And meedefend in this my right, 

From them that doe againſt mee riſe, 


2 Deliver mee from them that haue, 
Delne to worke iniquity: 
And from theſe bloody men mee ſaue, 
That ſeeke my ſoule yvith cruelty. 


3 For loe, they waite my ſoule to take, 
Strong men againſt mee doe conueene, 
Not for the fault chat I did wake, 
That they, O Lord, in mee haue ſeene. 


4 They runde on faſt, for none offence, 
Prepare themſelues with brags and boaſtes, 

iſe, therefore, in my defence, 

And them behold, Lord God of hoaſtes. 


5 O God, of Iſrael, awake, 
That thou all Nations ſo mayſt try: 
To puniſh them no pittie take, 
That thus tranſgrefle maliciouſlie. 


6 At night they ſtirre, and ſeeke about, 
Awhungry houndes they houle and cry, 
And all the cine cleane thtbughout, 
From place to place they ſet ke and ſpy. 


7 Behold, their lips ſuch ſpitefull words, 
Caſt our, as they ſhould ſreme to beate, 
Withim. their mouthes-ſharpe edged ſwords, 
For what regard they who doth heare. 


$ But, Lord, thou haſt th:ir wayes eſpides 
And at the ſame ſhall laugh apace 
The Heathen folke thou ſhalt derid 
Yea, mocke and (corne them to their face. 


9 His fbrce therefore that would mee yviong, 
] will referre, O Loid, to thee, 8 Xn 
Fer though for mee heebee too ſtrong, 
Yet God will my defender bee. 


1 0God will reuent meg with his gr cen 
e 


111. 


PSALME LX! IXI. 


#1 But ſlay them not, leſt their decay, 
My people ſhould forget, and light, 
Diſpecſeth:m, Lord, our ſhield and ſtay, 
And bring them low by thy great might, 


12 Let them bee taken in their pride, 
The ſianes of their owne mouth, euen that 
Wazreto their lippes were aye applide, 
Petjuted lyes then let them prate. 


13 Conſume, conſume them in thine ire, 
That they hence- foorth no more bee kend, 

That men may know how great empire, 
Hath laakobs God to the worlds end. 


14And they in th Eueniag hull turne backs, 
Like barking dogges which houle and cry, 
Wen they runne heere and there for lacke, 
The towne about their prey to ſpy. 
- 


15 They wander ſhall for hunger great, 
To (eek: their foode, with neede epprelt, 
Before they filled bee with meat, 
Although the night drive them to reſt, 


16Bue I will ſiag of thy great power, 
And early will thy mercies praiſe: 
For thou haſt aye beene my ſtrong tower, 
And refuge in my troublous dayes. 


17To thee mine onely ſtrength 1 will, 
Therefore, ſing Pſalms vaceflantly:; 
For God 1s my defence, and till 
A. God moſt merciful to mee. 


"— _ 


— — — — 
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PSALMEB. IX. 
Lord, thou didſt vs cleane forſake, 
and ſcatteredſt vs abroad: 
Such great diſpleaſure thou didſt take, 
returne to vs, O God. 
2 Thy might did moue the land ſo ſore, 
that it in (under brake: 
The hurt thereof, O Lord, reſtore,' 
tot it doth bo and quake. 


3 Wich heauie things thou plagueſt thus, 
the people that are thine: 

And thou haſt given vnto vs, 
a drinke of giddie vine. 

4 But yet to ſuch as feare thy Name, 

a banner thou didſt ſhew, 

That they may triumph in the Came, 

ethy word is tre vv. 


5 So chat thy might may k-epe and ſaue, 
thy folke 190 K = 
That they thine helpe at hand may haue, 
O Lord, graunt thus to mee: 
6 Iwill rejoyce, for God hath ſaid, 


within his h : 
That I ch ul Sichem land diuide, 


and Succothes ale by pace: 


| 


_ Y 
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7 Gilead is giuen to mine hand, 
Manaſſes mine beſide: 


Ephraim the ſtrength of all my land, 


my law doth ludah guide: 
$ In Moab | will waſh my feete, 
ouer Edom throw my ſhoe, 
And Paleſtina ſee thou ſeeke, 
for fauout mee vnto. 


9 But vvho will bring mee at this tide, 
vnto the Citie ſtrong ? 

Or vvho to Edom will mee guide, 
ſo that I goe not Wrong? 

10 Wilt thou not God f which didſt forſake, 
thy folle, their land and coaſtes, 

Our yvarres in hand that wouldſt not take, 
nor \walke among our hoaſtes, 


11 Giue aide, O Lord, and vs relieue, 
from them that vs diſdaine: 
The helpe thathoaſtes of men can giue, 
ie is but all in vaine, 
1 2 But through out God we fhall haue mighty 
to take great things in hand: 
Hee will tread downe and pur to flight, 
all thoſe that vs with- ſtand. 


— 


— 


PFSALCME-. LXxI. 
R O Lord, for Icomplaine, 
and make my ſute to thee, 
Lec not my wordes returne in vaine, 
but giue an eate to mee. 
2 Prom off the coaſtes and vtmoſt partes, 
of all the earth abroad, 
In griefe and anguiſh of mine heart, 
cry to thee, O God. 


Vpon th: rocke of thy great power, 
my vvoefull minde repoſe: 
3 Thou att mine hope, my fort, and tower, 
my fence againſt my focs. 
4 Within thy tentes I luſt to dwell, 
for euer to endure: 
Vnder thy V Vinges { know right well, 
I ſhall bee (ate and ſure. 


5 For thou, O Lord, heardſt my tequeſt, 
and g taunteſt eke the ſame, | 


And with an heritage baſt bleſt, 


all ſuch as feare thy Name. 
6 Thus ſhale thou graunt the King alwayet, 
a life full long to (ee: 


To many ages ſhall his dayes, 


and yeargs pro!onged bee, 


7 That hegmay haue a dwelling place, 
before the Lord for ayer 
O let thy mercie trueth and grace, : 


Then ſhall I fig for euer ſtill, 


. defend him from decay. 
| 


vs ka 
z 


Thas 


That all my vowes I may fulfill, 
and daylie pay the ſame. 


1 — — 


| 


PSALME LXII. 


Lthough my ſoule 
A hath ſharply bene aſſaulted, 


Y.et towards God, 
in ſilence haue I walked. 
In whom alone, 
all health and hope wee (ee, 
Hee is mine health, 
and my ſaluation ſure. 
2 My ſtrong defence, 
which ſhall for euer endure. 
Therefore afraide, 
[ neede not much to bee, 


3 How long will yee, 

of miſchiefe thus bee muſing? 
Thereby not mine, f 

but your own deaths procuring. 

Fot yee ſhall bee, 

like to a rotten wall. 
4. Let loe, how they, 5 

conſult for to diſplace him 
And by their lies, : 

from dignity to chaſe him, 
With mouth they bleſſe, 

their heartes repleat with gall. 


5 Buy thou, my ſoule, 

in ſilence ait Gods leafurey 
6. Who is mine hope, 

my ſtrength and only. treaſures 

Therefoce wy foes, 

t neede l feate. 
7 In God the Lord, 

my ſauing health is certaide, 
My glory dot 

to him alfo appertaine, 
Kee is my rocke, 

I rruſt hee will mee heare, 


Truſt in the Lord, 
yee people (ore oppreſſed, 
Shaw him your griefe, , | 
hee will it (ce redreſſed. 
Por hee alone, 
our hope muſt boe and ſtay, ' 
EY Bur Jet; alas; 3 
mens ſonnes are meere Vanitte, 
Such lyars are, ; 
as pretend moſt grawey, 
Yea, vanity, 
inweight them-down will ve 


10 Put then no truſt, 
in wicked oppreſi ion, 
Aud bee not vaine, 
nor yet want diſeretion. 
IG ichies grow, * 
ſetnos your heartes thereon. 


PSALME LXIT. LXITI. 


11 God once or twiſe, 
ſpake thus within mine hearing, 
That power to him, 
alone was appertaining, 
And that all ſhould, 
depend wal therevpon. 


12 But thou, O Lord, 

to thine thy mercie ſhewelt: 
And as men bee, 

ſo thou their workes rewardeſt. 


3 
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PSALMS IXI II:. 
O God, my. God, I watch betime, 
to come to thee in haſte: 
For why? my ſoule and body beth, 
doe thirſt of tftee to taſte. 
And in this barren wildernefle, 
where waters there are none: 
My fleſh is parcht for thought of thee, 
for thee 1 wiſh alone. 


2 That I might ſee yet once againe, 
| thy glory, ſtrength, and might: 
As J was wont it to behold, 
within thy Temple bright. 
3 For why ? thy mercies farre ſurmounts, 
| this life and wretched dayes: 
My lips, therefore, ſhall gine to thee,. 
due honour, laud, and praiſe. 


4 And whiles Lliue Twill not faile, 

| to worſhp thee alwayes: 

And in thy Name I ſhall lift vp, 
mine Hauds when I doe pray. 

5 My (oule.is fiPde, as with marrow, 
that is both fat and ſweet: 

My mouth, therefore, ſhall ſing ſuch ſonges, 
as are forthee moſt meet. 


6 When as on bed Ithinke on thee, 
and eke all the nigh tide: 

7 For vnder couert of thy winges, 

thou art my.-joyfull guide. 
$8 My ſoule doth ſurely Ricke to thee, 

thy right hand is my power, 
9 And thoſe that ſeeke my ſoule to ſtroys 
them death ſhall ſoone deuoure. 


10 The (word hall them denoure eachone, 
their carcaſes ſhall feede: | 

The hungtie Poxes which doe runne, 
their prey ro ſeeke at neede. 

11 The King and all men fall rejoyce, 
that doe profeſſẽ Gods word, · 

For ly ars meuthes ſhall then bee ſtbpt, 
Which haue the trueth diſturbde. 


NSA N. 
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PSALME LXAIV. 


Lord. vnto my voyce giue eare, 
with plaint when I doe pray: 
And rid my lite and ſoule from feare, 
ot toes that threat to ſlay. 
2 Defcnd mee from that (ſort of men, 
which in deceits doe lutke: 
And from the frowning face of them, 
that all ill feates doe worke. 


3 Who whit their tongues as wee baue ſeene, 
men het and ſharpe their ſwordes: 
They ſhoote abroad their arrowes keene, 
[ meane moſt bitter wordes. 


4 With privie ſlight ſhoore they their ſhafres, | 


the vp-right man to hit: 
The juſt vnwarre to ſtrike by crafre, 
th:y care and feare no whit. 


A wicked worke haue they decreede, 
in counſell thus they cry, 
To vſe deceit, let vs not dread, 
what who can vs eſpy. 
6 What wayes to hurt they tallce and muſe, 
all times within their heart: 
They all conſult, what feates to vſe, 
each doth inuent his part. 


» But yet alf this (hall not auaile, 
when they thinkeleaſt Wag 

God with his dart ſhall them aſſaile, 
and wound them euery one. 

2 Their craftes and their ill tongues vvithall, 
ſhall worke themſelues ſuch blame, 

That they ſhall flee which ſee their fall, 
| and wonder & the (ame. 


9 Then all ſhall ſee and know right well, 
that God the thing hath wrough:: 

And praiſe his-wittie vvorkes, and tell 
what hee to paſſe hath brought. 

10 Yer ſhall the ſuſt in God rejoyce, 
ſtill truſting in his might: 

So ſhall they joy with mind and voyce, 
whoſe heart is pure and right, 


_— CO 
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'T Hy praiſe alone, O Lord, doth reigne, 
in Sion thine owne hill: 
T beit vov yes to thee they did maintaine, 
and their be lie ſtes fulfill. 
2 For that thou doeſt their prayer heare, 
and didſt thereto agree: 
Thy people all both far and neare; 
vvith truſt ſhall come to thee. 


3. My vvicked deedes preuaile, O Lord, 
they power haue ouer mee: 
Nur thou ſnaltmercx s ονι. 


19 


| 


4 The man is bleſt vvhom «hou doeſt chooſe, 
vvithin thy court to dwel!: 
Thine houſe and Temple hee ſhall vſe, 
vytth pleaſures that excell, 


5 Thou wile in juftice heare vs, Gods 
our health of thee doth riſe ? 
The hope of all he earth abroad, 
and the (ea-coaſtes likewiſe. 
6 With ſtrength hee is beſet about, 
and compaſt with his power, 
Hee makes the mountaines ſtrong and ont, 


| to ſtand in euery ſtoute. 
{- 7 The ſvvelliog ſeas hee doth aſſyvage, 


and makes their ſtreames full ſtill: 
Hee doth reſtraine the les rage, 
and rules them at his vvill. 


| 5 Thefolke that dvvell full farre on earth, 


ſhall dread thy ſignes to ſee: 
Thou ſhalt the Morne and Euen with mirth, 
make paſſe with praiſe to thee. 


9 When that the Earth is chapt and dry, 
and thirſteth more and more: 

Then vvith thy drops thou doſt apply, 
and much enceeaſe her ſtore. 

The flood of God doth ouer- flow, 
and ſo doth cauſe to (pring, 

The ſeed and comme vvhich men doe ſow; 

for lie doth guide that thing, 


10 With wette thou doeſt her furrowes fall, 
vvhereby her cloddes doe fall: 

Thy drops to her thou doeſt diſtill, 

and bleſſe her fruit vvithall. 


| 11 Thou deck ſt the Earth of thy good grice, 


with faire and pfeaſant Crop: 
Thy cloudes diftif! rheir dew apace, 
great plentie they doe drop. 


12 The paſtures of the deſert drop, 
vvithfatnefle they abound: 
The hils alſo for joy ſhall hop, 
ſo 3 is their 4 
13 In paſtures plaine s doe feed; 
: _ couerall the earth: * 
The vales with corne ſhall ſo exceed. 
that men ſhallſing tor mirth. 


* _ 


Y 
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ym men on earth, in God rejoyce, 
vvith praiſe ſet foorth his Name, 
Entoll his might vvith heart and voyce, 
giue glorie to the (ame. 
2 Ho vvonderfull, O Lord, (ay yee, 
in all thy vvorkes thou art: 
3 Thy foes for feare ſhall ſee ke to thec, 
full ſore againſt their licarr, 


| 4 All majchar dwellthie earth eliro 
o ws 4 a Godi: . 
y 3 


| 


_ 
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The laude thereof the vvord about, 
they ſhall Mevy foorth abroad. 

5 Allfolke come foorth, behold and ſee, 
hat thinges the Lord hath vvrought, 

Marke vvell the yyondrous vyorkes that hee, 
for man to palle hath brought. 


6 Heelaide the ſea like heapes on hie, 
therein a vvay they had: 

On foote to paſſe, both faire and drye, 
vrhereot᷑ our heartes vvere glad. 

7 His might doth rule the yyorld alvvay, 
his e yes all thinges behold. 

All ſuch as v vould him diſobey, 
by him ſhall bee controlde. 


3 Yee, people giue vnto our God, 

due laude and thankes alyvayes? 
Wich joyfull voyce declare abroad, 

and fing vato his praiſe. 
9 Which doth endue our ſoule vvich life, 

and it preſcrue with all: 
Hee ſtayes our feete, ſo that no rife, 

can malce ys flip ot fall. 


10 The Lord doth proue our deeds with fice, 
if that they will abide: 
As vvorke- men doe, vyhen they deſire, 
to haue their ſiluer tride: 
11 Thou haſt vs talen in the ſnare, 
vvhere vvee haue beene ſo long, 
Our loynes likewiſe they compaſt ate. 
vvith chaines and fette rs ſtrong, 


12 And thou alſo didſt ſufter men, 
on vs to ride and teigne: | 

Wee vvent through fire and vyater then. 
and euery painefull thing. 

Yet ſute thou doeſt of thy good grace, 
diſpoſe it to the belt: 

And bring vs out into a place, 

to hae in vvealth and reſt, 


13 Vnto thine houſereſort vvill I, 
to offer and to pray: 
And chere I vvill my Cite apply, 
my yovves to thee to pay. 
14 Thevoyves that vvith my mouth I ſpake, 
in all my griefe and ſmart, 
The vovves (L (ay) that I did make, 
in dolout of mine heart. 


15 Burnt offeringes, I will giue to thee, 
of incenſe and fat rammes, 
Yea, this my ſacrifice ſhall bee, 
of bullockes, goates, and latobes. 
16 Come forth and hcarken heere full one, 
all yee that feaie the Lord: 
What hee for my poore ſoule hath done, 
to you I yvill record, 


17 Full oft i eal'd vpon his grace, 


\ 


My tongue like) viſe did ſpeede a 
to praiſe him by and by. — 


this mouth to him did cry: | 


| 


18 Butif [ feele mine heart within, 
in yvitked workes rejoyce,: 
Or if [ have delite to ſinne, 
God vvill not heare my voyce. 


19 But ſurely God my voyce hath heard, 
and what [ did require: 

My prayer hee did well regard, 
and graunted my deſire. 

20 All praiſe to him that hath not put 
nor caſt mee out of mind, 

Nor yet his mercy from mee ſhut, 
Which I doe euer find. 


_— — 
— — 
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Vr God that is Lord, 
and author of grace, 
Turne to vs poore ſoules, 
his mercifull face. 
His bleſſinges increaſe, 
defend vs vvith might, 
And ſhew vs his loue, 
and countenance bright, 


2 That whiles in this earth, 

wee wander and walke, 
Thy wayes may bee knowne, 

in thought, deede, and talke; 
And how thy great loue, 

to man- kind was bent, 
Since thy fauing health, 

to all folke is ſent. 


3 The people therefore, 
O God, let them praiſe, 
Thy wonderfull workes, 
and merciful wayes. 
Yea, let all the world, 
bo'h farre, wide, and neare, 
Praiſe thee their Lord God, 
with reuerence and feare. 


4 Oh, let the whole world, 
bee glad and rejoyce: 
And praiſe thee their God, | 
with heart andvvith voyee, 
For thou ſhalt judge all, 
with judgement moſt right: 
And likewiſe on earth, 
ſhale rule by thy might, 


5 O Soueraigne God, 
your 2 paſſe all fame, 

Let all people praiſe 

thy — .. _ 
All people, I ſay, 

in euery place, 
Let them giue thee praiſe, 

and extoll thy grace. 


6 So ſhalt thou then cauſe, 
the earth fruies to beute. 


Moſt plentifully, 
and euery where? 
And Gods euen God, 
on whom vyvee doe call, 
His bleſſing ſhall giue, 
and proſper vs all. 


7 So then wee ſhall feele, 
coy bleſzinge3 each one, 
ſo of his grace, 
1 *. tall cowplaine none, 
Then all the worlds ends, | 
and countries throughout, 
is marueilous power, 
* "hall feare Loo tedoubt. 


_— — 
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Et God atiſe, and then his foes, 
will turne themſelues to flight, 
His enemies then will runne abroad, 
and ſcatter out of ſight. 
2 And as the fire doth melt the waxe, 
and. vvinde blow ſmos ke away, 
So in the preſence of the Lord, 
the wicked ſhall decay. 


But tighteous men before the Lord, 

ſhall heartily, rejoyce: 

They (hail bee glad and mirrie all, 
and chearetull in their voyce. 

4 Sing praiſe, fing praiſe vnto the Lord, 
who rideth on the Skie: 

Extoll this Name of IA Hour GOD, 
and him doe magnifie. 


5 That ſame is hee that is aboue, 
within his holy place: 
That father is of fatherleſſe, 
and judge of vvidovves caſe. 
6 Hobhſes hee giues and children both, 
vnto the comfoitleſſe: 
Hee bringes bond- men out of chrall, 


and rebels to diſtre ſſe. 


7 When thou didſt march before thy folke, 
th*Egyptians from among, | 
And 3 ther through the wilderneſfle, 
which vas both wide and long. 

8 The Earth did quake, the raine powrd down 
heard were great claps of thunder: 

The mount Sinai ſhooke in ſuch ſort, 
ag” ie vvould cleaue aſunder, 


Thine heritage with drops of raine, 
a * r 
And if ſo bee it batren wart, 
- it was refreſhe, 
10 Thy choſen flocke doth there remaine, 
thou haſt prepar'de that place: 
And for the poore thou didſt provide, 
ol chine eſpeciall grace, Kt 
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| | 24 All mene 


From day to day hee is the 
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11 God vvill giue yvomen cauſes juſt, 
to magniſie his Names 

When as his people triumphes make, 
and purchaſe bruit and fame. 

12 For puiſſaat Kinges, for all their power, 
ſhall flee, and take the foile, 

And vvomen vvhich remaine at home, 
ſhall helpe to part the ſpoile. 


13 And though yee ere as blacke a spots, 
your hev ſhall paſſe the doue: 
Whoſe vvinges and feathers ſeeme to haue, 
filuer and gold aboue. 
14 When in this land God hall triumph 
over Kinges, both high and low, 
Then hall it bee like Salmon hill, 
as vrhire as any ſnow. 


1 5 Though Baſhan bee a fruitefull hill, 
and in height others paſſe: 

Yet Sion, Gods moſt holy hill, 

doth farre excell in grace. 


16 Why bragge yee thus, yee hilles moſt high, 


and leape for pride together: 
This hill of Sion God doth loue, 


and there will dvvell for euer. 


17 Gods armieistyyo millions, 
of yyarriours good and ſtrong: 
The Lord alſo in Sinai, 
is preſent them among. 
18 Thou didſt, O Lord, aſcend on hie, 
and captiue led them al}: 
Who in times paſt thy choſen flocke, 
in priſon kept and thrall, 


Thou madft them tribute for to pay, 
and ſuch as did repine:' 

Thou didft ſubdue, that they might dwell, 
vvithin thine houſe diuine. 

19 Ncvy praiſed bee the Lord, for tha, 
hee powres on vs ſuch grace: 

od 

of ous health and ſolace. * 


20 Hee is the God from vVhom alone, 
ſaluation commeth plaine: 

Hee is the God by vvhom vvee ſcapt, 
all dangers, death, and paine. 


and breake the hifrieſcalpe: 
Of thoſe that in their wickedneſle, 
cohtinually doe vvalke. 


22 From Baſhan l vvil) bring, ſaid hee, 
my leund my ſheepe: 
And all Lab haue done, 

from danger of the deepe. 
23 And makethem dip their feete in blood, 
F 7 thoſe that N wy Name: 
And dogs ſhall their tongues embrnde, 
vvith lickibg of the ſame, * 


ſze how thou, O Ged. 


thine enemies dock defacer 
E 4 


. 


2 1 This God vvill wound his enemies head, 


Auf bow 
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A nd how ihou goeſt. as God and King, 
Ix thine holy —— 1 
25 The ſingers goo before vvith joy,. 
: the Maſtelefollove after: 
Anq in the mids the Damſels play, 
vvith timbrell and with taber. 
26 Nowinthy C ations, 
O Iſrael, praiſe the Lord: 
And laakobs whole 3 
ive thankes with one ac. 
2 7 Their chjefe vvas little Benjamin, 
ut Iudah uppers oma 
With Zabulon and Nephthalim, 
vybich dvvelt about their coaſt. 


28 As God hath giuen poyver to thee, 
ſo, Lord, make firme and ſure: 
The thingeg that thou haſt vyroughtin vs, 
ad in thy Temple gies. vid ee 
29 And in thy Temple vill wwee, 
r giue vnto thee, O Lord, 
Farchine vnto Leruſalem, 
ſure promile made by vyords 


Yea, and range 7 to vs ſubdude, 
ſhall doe like in thoſe dayes: 
I meane to thee they ſhall preſent, 
their gaſces of laude and praiſe. ; 
30 Hee ſhall deſtroy the | — - - 
theſe Calues and B might: 
And cauſe them tribute pay, and daunt, 
all ſuch as loue to fight, 


31 Then ſhalſ the lords of Egypt come, 
and preſentes with them bring: 

The Mores moſt black. ſhall ſtretch their hande 
vnto their Lord and King. 

3. Therefore yee kingdomes of the earth, 

giue praiſe vnto the Lord: 

Sing Pſalmes ta God vvith on conſent, 

thereto let all accord;) 


33 Whothough hee ride, and ever hath, 
aboue the heauens bright: 

Yet by the fearefull thunder claps, 
men may well knoyy his might. 

3 4 Therefore, the ſtrength of Iitacl, 
aſcribe to God on hie: 

Whoſe might and poyyer doch farre extend, 
aboue the cloudy Sie. 


9; O God, thine holineſſe and pov ver, 
is dread for euermore: 

The God of Iſcael giu'th vs ſtrength, 
praiſed bee God therefore. , 


} 
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Aue mee,” O God, and tha \vith ſpeede, 
the vvaters flovv full faſt: 


2 ple hy 10 | 7 
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5 15 Leſt yvith the ee ed be drovnd.- 


2 U ſticke full deepe in filth and clay, 
vvhereas | feele no ground: 
I fall into ſuch flocdes, I (ay, 


that I am like beedrovynder 


3 Wich crying oft | faint and quaile, | 
my throate is hoarſe and drie, 

With looking vp my fight doth faile, 
for helpe to God on hie. 

4 My foes vvhich ſeeke for to oppreſſe. 
my ſoule, vvith hate are led: 

In number ſure they are no leſſe, 

than hairesare on mine head. 


| Though for no cauſe they vexe mee (ore, 


they proſper, and are glad, 
They doe compell mee to reſtore, 
the thinges I neuer had. 
5 What | haue done fort vvant of vvit, 
thou, Lord, all times caaſt tell: 
And all the ſinne that I commit. 


to thee is knowne full vyell. 


6 O God of hoaſtes, defend and ſtay, 
all thoſe that truſt in thee; 

Let no man doubt, nor ſhrinke avvay, 
for ought that chanceth mee. 

7 lt is for thee, and for thy ſake, 
that I doe beare this blame, 

In ſpite of thee they vvould mee make, 
to hide my tac: for ſhame, 


$ My mothers ſonnes, my brethren all, 
forſake mee on a rovy: 


And asa 1 they mee call, 
| rey face they vvill not knovv. 
9 Vnto chine houſeſuch zeale I beare, 
that it doth pine mee much: 
Their checket and tauntes at ther to heare, 


my verie heart doth grutch. 


10 Thou doe faſt wy fleſh to chaſte, 
yea; Kt {-yyeepe and mone: 

Yet in my teeth this — caſt, 
they paſſe not c pon. 

11 If 1 for griefe and paine of heart, 
in ſacke-cloth vſe to vvalke: 

Then they anone will it peruert, 
thereof they jeſt ealke, 


12 ['vvesa talketo all tbe'throng, 
chat ſate yxithin the gate: 
The drunkards kevviſe in their ſong, 
. of =_ ay ow and prate, 
13 Bur thee, the yviule, O Lord, I. ' 
that vvhen it pieaſeth thee: els | 
| For thy gyeat wusch thou vvilt alvvay, Vs. 
| ſend downe thine aide te tee. 


Pg my om ann of the mice,” 
| ſioking doe mee 27 
From — — 


and Wh van deepe: 


8 


And 


NO ALME 
And chat tha pious wee confound, 
and ſhut moe in her power. 


16 O Lordofboate-agmer ſpa, 9 
233 . 1858 
And as thy mercy 1s. 

2 


A yr 
1 7 wee _ 


7 


nor turne 


Iam P 
Siue onre, I ay, 


18 O Lord, vnto my foule draw nie, 
the ſame with aide repoſe, 

Becauſe of their great Crag dl 

vice mee fram my 

19 That fabide 9 g 
thou knoweſt, and thou canſt ten: 

For thoſe that ſeeꝶę and — the ſacne, 
thou ſeeſt them all full well. 


rer 
I ſerke for moe: ei 
But ad no falendes to eaſe my (mart, / 
to t mace not ne. 
21 But in myknea they gau mee gall, 


too cruell for to thinke: 
And —  ———— 


— 


22 Lord carve their el ro fare, 
to take 


And when they thinks to Falwell to fare, 


23 ee e 


24 re 
chat it on them na 


Let hes won eie, 
e — 0 


25 As deſerr 

their off. (prin eke 
That none thereof pole A place 
nor iq their entes dog d yvell. 


"UCXT94 LAN 
2 al 


rA e 7 


with hearty ay. 1 et 31 
31 Which is m. more pleaſang 


e } 
cher axe — — 
ede ed. 


31 When * 3 4 


4 


it ſhall re 
All yee that ( e L 


— boot * 
e 
—_—— 


| 


_— 


P5AL us. XxR* 

Ale hafte, Ob mnt; ; 
For why? my foes are fiercely bent: 

For helpe 


2 . 


q LetthewVee, 9 
e 8 
l 7 4 . 2 


b 17 5 Epe Arc 
hoſt Dee glac 1d jÞy Pol 


„nes b.... >) 
0 %:: 


1% beg 


F 


P3S$SALME IXXI. 


Y truſt, O Lord, in thee, 
naue put cucrmore: 
Oh, let mee neuer take the foyle, 
nor ſhrinke for ſh1me therefore. 
2 But for thy juſtice lake, 
mee reſcue ang e 3 
Inc line cy gracieas exe to 
and qavy ſome Feour ſen ſend, 


3 Bee thou my Rocke moſt ſure, 
that aye I may bee bold: 
Thou halt given c to ſaus mee ſound, 
and arrmy towre and hold. 
4 O _ nx Po . 1 
com ed hands eld: 
And from all cruel — r rage, 
which ſeeke to make mee yeclde, 
3 For thou art m 


on whom 22 


O Lord my ue? art my truſt 
ſince | 8 md. - 
6 Yea, from my mothers wombe, 
thou woll © my ſtay and guide, 
Then took nice ch , th. refore will, 


thee praiſe bath ue and tice, 


Av1 « elne iveie,.. 
7 full many fled mee fro: 


ſo downnal my no = 8 


3 Like as the 
ſo ſhit — 


My — 2 
as be hope is 


nen Gas ſhame, : 
wk wa py For nh Game, , 
Let ſhame and flander bury them, 

which vvould mee harme and ill, 


4. while patient! 
* . — 4 
euer more and more, 


@ 7 Praiſes bighand great 


e een. 


PS AL ME LXXI. LXXII. 


| 


_ Likewifh my ſoule 


For ſuch as 


I daylie will thy ri 
aud ihy 
16 1 will remaine, O Lord, 


15 And though thy fweete mer 
rl 


great ſtrength and might, 


in thy 


I will end the bounty great, 


and bring irfoorth to light. 


17 My God thee bak wee Arg | 
even from my youth th L 
And hitherto 1 haves tn 

chy diuine workes and laws. 

11 Now, Lord, forſake mee not, 
when head and haire is gray, 
Thine arme till l haue taught rhis age, 
and age il! for aye, 


19 As for thy juſtice, L ord- 

it is indeed moſt hie: 

For thou haſt done great thinges O God 
and who is like to thee? - 

20 = — haſt —_— 

But when thou turndſt. comfor: | felt, 
by life thou ſend reliefe. 


21 Mine E 
1 r 1 1 * 4. 
at by thy lo ce, I feele, 
my (el — 1 
22 Therefore thy — 
on rods wy Lond, 
O holy One of lſrael, 
„ RY 


23 n I he r Jon. 


Ka 


the ſame ſhall doe yes, 
m aal 


24 Alfo my tongue fhall ſpenke, 
thy mercies ever (pd; le- 
hurts 


7.1 


aue bath Lace 


— — 


L XX I I 
t. 


PSA a! 
Ord; giveth 


, Lord, letth dwell. 
Fhat bee 4 coo vpright 


TEES that princely t 


mm 


NS. AEMEB 
And then from age to age ſhall they, 

, regard and 2 thy 4 | 

So long as Sunne doth ſhine by day, 
ot elſe the Moone by night. 

6 Lord, make the King vato the juſt, 
like raineto fieldes new twowne, 

And like to drops that lay the duſt, 
and freſh the Land vnſowne. 


7 The juſtthall flouriſh in his time, 
and all ſhall bee art 1 
VYntill the Moone ſhall leaue to prime, 
waſte, change, and te encreaſe, 
8 Hie ſhall bee Lord of ſea and ſand, 
from ſhore to ſhore throughout: 
And from the floods within the land, 
through all the earth about · 


9 The people that in deſert dwell, 
ſhall kneele to him full thicker 
And all bis enemies that rebell, 
the ear.h and duſt ſhall licke. 
10 The lords of all the yles thereby. 
2 to him ſhall bring, 
The Kinget of S- be and Arabie, 
give many coltly thing. | 


11 All kinges ſhall ſeeke with one accord, 
in his good grace to ſtand, 

And all the people of the world, 
ſnall ſerue him at his band. 

11 Fot hee the needy (ſort doth ſane, 
that vnto him doe call: 

And tke the ſimple folke, that haue 

none helpe of man at all, 


— 


13 Hee ſhall take pitty on the poorer, 
that are wich need oppreſt: 
Hee ſhall preſerue them euermore, 
and Ling chats loules to reſt. 
14 Nee ſhill redeeme their lite from dread, 
from fraud, from from might, 
And eke their blood ſhall bee indeed, 
moſt precious in his fight, 


15 But hee ſhall liue, and they ſhall briog, 
to him of Sabaes gold, 
Hee ſhall bee honoured aza King, 
; anddiylic bee extold. 
16 The mightie mountsines of his land, 
of eorne ſhall beare ſuch throng. 
That it like Cedar trees Thall Rand, 
Hin Libanusfull long 


Their Cities eke full well ſhall 6 
the fruites thereof ſhall pa 
In plenty it ſhall farre exceed, 


ſpring as greme av gealſe, 
ne Name, 
While chat che Sona is light, | 
And chivke them ha the fame, 
- all elke hall his 0 


ö 


LXX II. LXXIT II. 


Por hee doth wondrous thing, 
yea, hee himſelfe alone. 
19 And bleſſed bee his holy Name, 
all rinves erernally : 
That all the Earth may praiſe the (ame, 
Amen, Amen dy [. . 


— 


| — 


rt, 


| 
pov euer ie bee, yet God is good, 
and kinde to Iſrael 
And to all ſuch as lately keepe, 
th:ir conſcience pure and well. 
2 But | wasalmoſt oft my ſeete. 
and downe- with ſodid ſlide, 
That ere I wiſt, tull ſuddenly, 
wy ſteppes were turnd: aſide· 


3 For when 1 ſaw ſuch fooliſh men, 
[| geudgde, and did diſdaine : 

That wicked men all thinges ſhould kaut, 
without turmoile or paine. 

4 They neuer (ſuffer panges nor 
as if death ſhould them ſite, 

Their bodies are both ſtout and ſtrong, 
and euer in good plight, 


3 


5 And free from all aduerfitic, 
. When oer men bee ſhent, 
And with the reſt they take no part, 


ot plague or puniſhment. 
6 Therefore preſumption doth embrace; 
their neckes, as doth a chaine, 


And ere euen vwrapt, as in a robe 
| withcapineanddiſdame, | 


7 They are ſo fed de, that euen for fat, 
their eyes oft. times out ſtart: 

And as for worldly goods, they haue 
more than can wiſhtheir heart. 

$ Their life is moſt licentious, 
boaſting touch of che wronge 

Which they haue done to fimple men, 

and euer pride among. 


9 The heauens, and the liuing Lord, 
_ 2 blaſpheme, 
And praze they doe on wWoddiy thinges, 
ght they doe eſkeeme. 
10 The people of God oft.times turne backs, 

to ſee N 
And almoſt drinke the ſelfe- ſame cuppes 
and follow the ſame rate, 


| H that God ( (a 
85 n 


Theſe worldly things, fith wicked men, 
6 | 
12 For wee ma vv vvicked 

in riches . — 
Rewarded well with vvorldly goods, 


at | — 2 2 


C 


* 
Ss «© 


F 3 


and line in reſt and peace, 
13 Tue 


of ALME 


13 Ther why doe I from wickedtefſe, 
my fantaſie refraine ? 

And waſh mine hands wich innocentes,. 

and cleanſe mine heatr in vaing. 

14 hy e Courges cuery day, 

bjeR to all bl me 

And ondes morning from my youth, 
ſuſtaine rebuke and ſhame? 


1:5 And I had alwoſtſaid as æhey, 
chill ting mine eſtate: 
But that } ſhould thy children judge, 
as folke vnifdttuna te. 
16 Then i bethought mee how might, 
this matter vndetſtand. 
Nut yet the labour was too great, 
for mee to take in Hand. 


17 Vntillthetime [ went imo 
thine froly wo and then, - 
I vnderſtood perfectly, 
the end al eſt neg. 
11 And —_— how.thou ſtiteſt them, 
pperie place, 
eaſute Cit and why will, 
theri ll defect. 


19. Then all men muſe at that firange (ight, 
to ſee hows (uddeylye 

They are deſtroyde, diſparcht, eonſumde, 
and dead ( 

20 Much bke a dreame-yylen excevvakes, 
ſo ſhall ebheie wealth decay, 

Their famous Names inell mens ſigha, 
M41] ebde and paſſe away. 


21 wh 


my minde was much oppreſt, 
22 So fonde eee 1 and r 


and in „ e 
23 Vet feuert 7 mycight hand, 
thou holdſt mes Alwwayes faſt, 
24 And with thy counſell doeſt mee guide, 
to glotie at the laſt. 


25 What thing js chere that I can wilt, 
P but chee in heauen aboue: 
Aud in thee earth chere is nothing, 
like thee, that I can loue. 
26 My. leib and aire mine Heart doth failes 
bus God d eth falle mee never: . 
Ros of n — 


| my posio o tot oer. 


27 And los, all ſuch as thee 
thou ſhalt deſtroy. esch · ouat 


Aud thoſethat truſt im any thingy. - 
ee in thee alone. 


And ary pln 


Nd uA 


28: Willow actte todd; . 
euer with nden 
la God alone i fur | * 


en 


* 


| 


|; 16 — 
In 


On, plucfrirout 


9 Ya thou no figne 
To te} How this our plague (hall end; 


12 0 God, ho wp King end Tan. 
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N 


of 


Pats at 


Hy att thou; Lord, long frotn vs; 
VE "Ut ad att th: 5 3 «ag 


war deine . — * 
atchine 6wne 


2 Lord, call the peopte to thy thou . 
which haue ns fo long: 


The vvhich thou daft redemde and bought, 
from Md fore and ſtrong. 


Haue therefore, and think J 
rr 


Thy pleaſant thy wount Sion, 
vvhete thou walt wont to dwell. 
3 Lift _ 2 cotme in haſte, 


whichnow ven robde and yaſte, 
wi holy place. 


4 And in thy Congregations all, 
chine vinzdales Yoder O God: 


They ſet (as f. every wall 
euerer Acad. e 
5 men with bew<he trees, 
that onthe hilles doe grow 
So ſhinethe Bites and Swordes of theſe, 


within thy Temple aowy. I 


6 The ſieli 
the 


ſaved the carved 
e, bordes, 


With axes, — Biller, and [wordes; . 

22 
ine ho 

to ground they haue downe-caſt; 


1 is and — _ 


8 Aud thus theyaid yvithin their heart, 
difpard#them out of hand: 
Then el euery. part, 


* the Land. 


doelt ſend; 
* all gone: 


our P 


among vs there is . 


10 When wilt thou, this frams- 


1 


Shall eee coy Noun, 


and ralt aa tie ſu 


bade, 


to glue eee 


and guermont 


„ SA LME LXXY. LEXX VI. 


14 Yea; thou didſt breake the head ſo zum, 
of Whailes that are ſo fell: 

And gau'ſt them to thoſe follee to eate, 
that in the deſert dwell. 

15 Thou madft a ſpring with ſtreames to riſe, 
from reckes, Bard aud hie: 

And eke thine hand hath made likewiſe, 

dcepe tiuert to bet dris: 


16 Both day and eke the night are thine, 
by thee they were ne 

Thou ſetſt to ſerus vs vvith their ſhine, 
the light and eke theSunne., 

17 Thou dogſt int the ends and coaſtes, 
of all the earth aboat: 

Both Sommer- heates, and Winter- froſtes, 
thine hand hath found them out. 


1 | Thinke on. O Lord, no time forget, 
thy foes that thee detame: 1 
And how the fooliſh follke ate ſit 
to raile vpon thy Name. 
19 O let nocruell beaſt deuoure, 
the Turtle chat is true: 


Forget not alwayes in thy power, 
1 4 


the poote 
, and behold, 


20 Regard thy Conenant 
thy foes poſſeſſe the land: 
All fad and darke, forworne and olde, 
out Rn ot _ doth ſtand. 
21 Let not t awsy, 
nor yet retgrae MO hare, 
But let the poore and needy aye 
giue praiſe vato the ſame, 


22 Riſe, Lord, let bee by thee maintainde, 
the cauſe that is thine owne: 
Remember hovy that thou blaſphemde 
E by che 3 one. 
23 The voyce not of y 
for the — bis,” * 
ls more and more increaſt of thoſe, 
that hate thee ſpitefully. 


— 


PSALME I IX. 


6800. 2 
wee will giue to chce, F 
Ot vs ar all tines, 


thoy Halchanked 


bee: - 


41 to the feels, J 
ö _—_ how ie bee wilt? 
Andtot e, 
let not as riſe, 
5- LR nor vp, 1 (aid; 
your hornes thus one hie, 
Nor yet with-ſhffe necke, 


ſpeake preſuwptuouſly, 


6 For why! degree, 
preceedes in no part, 
Prom Eaft, nor from Weſt; 
nor yet from deſert. 
w power, 
To throw and caſt downe, . 
or taiſe vp each houre. 


8 Pot loe, in his havd, "IP 
. &euippe new bath 
Of ſtrong wine fall avixe, g 


iPSALME IX XVI. 


N luvie Land God is well knowne, 
ä ons 
2. Hee out Salem for his oN. 
His Tabernade of great fame, 
Therein to raiſe, and mount Sion, 
To mag big linbicetion, 
And vwithia the ſace, 
3 There did hee breake the bow-mers hafteyy. 
Their Geri ſo ſwift of flight, 
Their their (words & all Their crafts; . 
N 
4 Moree; migley, 
Nr 
Ot raucnous vvolatey voie aD 


PSALME LYXX 


7 Fearefall art thou, O Lord, our guide, 

Yes; thou alohe, and who is bee, 

That in thy preſence may abide, 
If once thine anger kindled bee. 

$ Thou makeſt men from heauen to heare, 
Thy judg:ments juſt, the earth for feare, 
Stilled with ſilence then wee (ee, 


9 When thou, O Lord, beginſ to riſe, 

Sentence to giue as Iudge of all: 

And in the Earth doelt enterprile, 
To ridde the hymble out of thrall, 

10 Certes, the rage of mortall men, 
Shall bee thy praiſe, the remnant then, 
Of cheic furigthou bindſt withall, 


z 1 Vovv, &æ * your vowez, therefore, 
Vnto the oy your God, all yee, 


That round about him dwell, adore, 
This feareful} One, with offringes free, 
Who may cut off at his vintage, 
The breath of Princes in their rage; 
To earthly kinges tearefull is hee. 


3 


þ 


| 


| 
| 


— 


— — 


— 
_— — 


— 


PSALME I XXVII. 


|| With my voyee to God doe cry, 
with heart and hearty cheare: , 

' My voyceto God l lift on hie. 
and nos my ſute = -y 

2 In time of gniefe I ſought to 
by nigheno reſt 1 = 1 

But ſtretcht mine hands to him abroad, 

my ſoule comfort forſooke. 


When l to thinke on God intend, 
my trouble then is more: 

I ſpake, but could not male an end, 
my breath was opt ſo lore. 

4 Thou heldſt mine eyes ſuch wiſe from reſt, 
that I alwayes did wake: 

With feare I was ſo ſore op 


my (peech did mee — tak 


5 The dayes of old in minde 1 caſt, 
and oft did thinke vpon, 
The times and ages that are paſt, 


thy praiſe to The, 
And with mine heatt muck talke | find, 
my ſpirit doth (earch to know, 


7 Will God, ſaid I, ac once for all, 
caſt oft his people thus f 

So thathence- both no time hee ſhall, 
bee fri vnto vs ? 


VIE LXXWVIII. 


Oe ſhall his wrath increafe ſo bore; 
his mercy to with - holde 
10 At laſt, I Gaid, my vveakeneſſe it, 
5 = cauſe of this miſtruſt: 
mighty hand can hel all this, 
and change it vvben te liſt. 


11 will regarde and thioke vpon, 
the working of the Lord: 
Of all his wonders paſt and gone, 
[ gladly will record. 
12 Yea, all thy workes 1 will declare, 
and vvhat hee did deuiſe 
To tell his fates I will not 
and eke his couaſell iſe, 


13 Thy yyorkes, O Lord, are all ypright; 
and holy all 8 1 


What one bath to match the might. 

of thee, O Lord, our God. 

14 Thou art a God chat doeſt foorth- ſhew: 

thy wonders euery houre: 

And ſo doeſt make the people knoy, 
thy vertue and thy power. 


15 And thine owne folke thou didft defend, 
with. trength and {retched arme, 
The ſonnes of laakob. that deſcend, 
and Ioſephs ſeede from harme. 
16 The waters, Lord, perceiued ther, 
the vv aters ſaw thee well: 
And they for feare aſide did flee, 
the deptlies on trembling fell. 


17 Theclouds that were both thicke & blacke 
did raine moſt plenteouſly: 
The thunder in the airedid cracke, 
| thy ſhaftes abroad did flee. 
18 Thy thunder in the fire was heard, 
the lighenioges from aboue: 


| With flaſhes great made them afcarde, 


the earth did quake and moue. 


1 9 Thy wayes within the ſea doe lie, 
thy path in waters deepe: 
Yet none can there thy ſteps eſpy, 
nor know thy to keepe. 
20 Thou leadſt thy folke vpon the land, 
as ſh-epe on every ſides 
By Moles and by Aaions hand, 
thou didftthemfafely guide. 


—c__ i. 


————— 


— — 


PSALMS IXI VIII. 


$3 What! is hls goodoeffe cleane decayde, 
er . . n Ia day? a. 


9 And will the Lord our God forgets 
his mercies many- foldef 


1 


Ttend my to g 
and to . | 
ak ſtrange parables 


A 
— > bay 


3 Which we our ſeives haue heard and learnde 
euen of our fathers oldez 
And which for our i 


om fach 7 0 


* 


4 Becauſe 


PSALM E. 


4 Becauſe wee ſhould not keepe it cloſe, 

from res would * after: 5 
Who ſhould wer to theig race 

and all his ele of vyonder. 
3 To laakob hee command erñent gaue, 

how Iſrael ſhould liue: 
Willwg our fathers ſhould the ſame, 

vnto their children giue. 


6 That they and their g—_— 
that were not vp tho: 
Should haue the 2 of che Law, 
and teach their ſeede allo. 
7 That they might haue the better hope, 
in God that is aboue, 

And not forget to keepe his Lawes, 

and bis preceptes in loue. 


Not beeing as their fathers were, 
rebelling in Gods fight: 
And vrould not frame their wicked beartes, 
to know their God ai 
9 How vyent the peo — 
their neighbour 
Sbootin — 2 dartes the day Tee . 
and yet they tooke the foile 


10 Fot why? they didnot . wich God. 

the co was made: 

Nor yet vvould walke or leade their lives, 

according to his trade: 

11 But put into oblivion, 

1 cowlell nd _ will: 

And all his workes magnifike, 
which hee declared Hull. 


12 What wonders to our fore-fathers, 
did hee himſelfe diſcloſe: 
In Egypt land * the fielde. 
chat called is Thaneos. 
13 Hee did divide and cut the fea, 
that they might paſſe at ones, 
And made the — 5 and as ſtill, 
u doth an heape of ones, 


14 Hee led them ſecrete in a cloude, 
by day yyhen it vvas bright: 
And all the night, vyhen darkeit was, 
with fire hee aue them li 
15 i 2 _ erneſſe, 
e drinke: 
Als olentifull, 8s Le apc 
flovy vp to the brinke. 


16 Hee drev out rigers our of rockes, 
that vvere both de and hard: 
Of ſuch aboundance that no floods, 


8 Th 
pur ic hears 


LXXVIIT. 


Requiring ſuch a kind of wear, 
as ſerued to their luſt, 


What can our God e for vs, 
« Gaſt in vrilderneNe, 
20 Bchold hee ſtrake the ſtomy rocke, 
and floodes foorth=vvith did fo w, 
But can hee now giue to his folke, 
both bread and fleſh alſo. 
2 1 When God heard this, hee wazed wroth, 
** „ e 
So did his indignation 
on Iſesel proceed, 


22 Betauſe they did not faithfully, 
1 hope, that bee 
Could 1 1 and ſaccour them, 


— dd command tha dloudes, 


foorth-with they. brake in ſundert 
24 And rainde downe MAN for them to cate 


25 When eanhly wen with A food, 
: were fed N 
na 9 


7 re 
and foule as thjcke as (and; 

21 Which hee Ader the place, 

where all their tentes did Rand. 


29 Then did they este ex 

l and all men had their fllles: 

Vet more and more they did deſire, 
to ſerue their luſt and willes, 

30 But as the meate was in their mouthes, 
his wrath ypon them fell: 

3 1 And flew the flowre of all the youth, 
and choiſt of Iſrael. 


32 Yet fell they to their vvonted ſinne, 
and ſtill chey did him grieue: 

For all the yyonders that hee wrought, 
. —— 
marge did waſte, and paſſe 
yeares away 
vrith terrour and with peine. ; 


5 
. 
their — — 

2 mouths they did but gloſe 


vvith che Lord: 


And vvith their Jorg their 
| 222 in * 


37 For Mal- esp ed 


, 


38 Yet was 


BSALME LXXIX. LXXX. 


657 Then hee the tene and Tabernade, 
of loleph did refuſe: 

As for the tribe of Ephraim, 
hee would in no wiſe chooſe. 

68 But choſe the tribe of lehudah, 
whereas hee thought to dwell; 

Yea, euen the noble mount Sion, 
which hee did loue ſo well. 


69 Whereas hee did his Temple builde, 
both ( uſly and ſure: 

Like as the Earth, which hee hath made, 
for euer to endure. 

70 Then choſe hee Dauid him te ſerue, 
his people for to keepe: 

VVhom heetooke vp, and brought away, 
euen from the toldes of ſheepe. 


71 As hee did follow the Ewes with young, 


the Lord did im aduance: 
To feede his people Iſrael, 

and his inheritance. 
72 Then Dauid with a faithfull heart, 
1 * and _ did feede; 

prudently with all his power, 

id gourne them indeed; 


— 
* 
— — — — — 


PSALMS LXXIX. 


Lord, the Gentiles doe inuade, 
thine heritage to ſpoile: 
Ieruſalem an is 
thy Temple they defoile. | 
2 The bodies of thy Saimtes moſt deare, 
abroad to birdes they caſt: 
The fleſh of ſuch as doe thee feare, 
the beaſtes deuoure and waſt. 


3 Theirblood throughout leruſalem, 
like water (pflt they haue: 

So that there is not one of them, 
to lay their dead in = 

4 Thus are wee wade a laughing ſtocke, 
almoſt the world throughout: 

The enemies at vs jeſt and mocke, 
which dwell our coaſtes about. 


5 Wile thou, O Lord, thus in thine ire 
againſt ys euer fume ? 
And ſhew thy wrath as hote as fire, 
9 ** for 3 ? 
6 n theſe wre the (ame, 
„ 
All Realmes which call not on thy Name, 
conſume uni oucr-throvy, 


7 For they haue got the vpper- hand, 
and laakebsſecde de: 
His habitation and his land. 
Bears not in minde our former faultes, 
with ſpeede ſome pitie ſhow; 
And aide vs, Lord, in all afſaultes, 
for wee are vveakoand low, 


- 


{ 


— 


O God, that giueſt all health and gra, 
ö on vs the lane: 
Weigh not our-workes, eur finnes deface, 
for honour of thy Name. 
10 Why fall the widced till alway, 
A. vs 8s muy ® 
[n thy reproath rejoyce, , 
hin is their God become. 


Require, O Lord, as thou ſceſt good, 
before ou eyes in Light: 
Of all theſe folke thy (eruantes 


which they ſpile in _—_— . 
11 Receiue into thy, in haſte, 
the clamours, griefe, and wrong, 


Of ſuch as are in priſon caſt, 
ſuſtaining yrom ſtrong, 


Thy force and Rtrengrh to celebrate, 
Lord, ſet them out of band, 
Which vnto death are deſtinate, 

and in their enemies hand. . 

12 The Nations which haue beene ſo bolde; 

as to blaſph:me thy Name. 


Into their lappes with ſeuen folde, 
repay againe the 

13 So wee, thy folke, thy-paſtute ſheepe, 
will praiſe _ euermore: 

And teach all ages for to keepe, 
for thee like praiſe in fhers- 
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Pee of — 
ke ſſheepe doeſt lead 
The linage of 1 * 
aduert and take heed, 
That fitteſt berweene, 
the Cherubimy bright, 
Appeare now and ſhew, 


to vs thy geen might, 


2 Before thy folke E 

Benjamin — ian _ 
And tribe of Mauaſſto, 

the flocke of hy folde. 
Awake, once vp- reste, 

thy puiſſance molt ſtromg, 
And come ſane vs, Lord, 

thou tarieſt to long. 


30 


God E J. 
CAT oe Rays 


Returne, and reſtore vs, 
without mori delay, 
And let ſhine on yg, 
cleare, 


thy coun 
So ſhall wee bee 
and ſhrinke For uo feare, 
4 O Lord Gd of Armies, 
thy folke * 


How 


Hovy long at their prayers, ' 
ſhall chiae anger fume? 

5 Thou fedft them with bread, 
of weeping and woe: 
Teares largely to drinke, 
thou gaw'k them alſo, 


6 Thouſer'f& vs the hatred, 
a I ſtrife to ſuſtame: 
Of all our next neighbours, 

our harmes that haue ſeene. 
And our foes right glad, 

of our ſhame and wrong, 
With taunting vs mocke, 
themſelues all among. 


7 O Lord God of Armies, 
our ſtrength and our ſtay, 

Returne, and reſtore vs, 
without more delay. 

And let ſhine on vs, 
thy countenance cleare, 

30 ſhall wee bee lafe, 

nnd ſhrinke for no feate. 


3 A Vine out of Egypt, 
thou brought ſt with great eur 
Thou caſt out the Genti 
and plantedſt it ſure. 
9 Thou cleanſed the ground, 
and rooted it ſo: 
That all the wholeland, 
is fil d to and fro. 


26 With the ſhadow thereof. 
thre mountaines were clad/ 
And like the tale Cedars, 
her branches did ſpread. 
11 Her boughes to the > 
farre foorth did ſhee : 
And graſſes to the floodes, 
hrates aut · reach. 


22 Why haſt thou brok down ths 

her hedges ſo faire: 
Till all that paſſe by her, 

haue pluckt her full bare? 

3 3 The Boare of the wood, 

hath dig de yp at will: 

And beaſtes of the fielde, 
their bellies doe fill. 

of Armies, 


74 O great God 
our and our tay, 


Returne wee beſeech thee, 
without mare delay, 

Conſider from heaven, 
and (ce this ſore caſe, 

And vifiee this Vine, b 
which all men diſgraceg 


25 And viſite the vine - ad, E 
and fielde dybene it ſtood, 


* 4 U 


' „ 


Which thy planets, 


| 
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| 


| 


And of the young budde, 

ſome pitty Lord, take, 
Which thou for thy ſelfe, 

moſt ſtrong did once make, 


16 Which now all downe beaten, 
is burnt vp with fire: 
As people which periſh, 
at thy frowning ire. 
1 7 But yet on that man, 
let thine hand bee knowne, 
VVhich by thy right hand, 
thou chooſe for thine owne, 


On the Sonne of man, Lord, 
thy might now declare: 
For thy ſelfe ſo potent, 
whom thou didſt prepare. 
18 VVee ſhall not turne backe, 
from thee then no more, 
Reuiue vs, thy Name, 
ſo ſhall wee implore, 


190 LOW _ =" pore i 
our ſtrength and our 
Returne and reſtore vs, 
And let ſhine on vs, 
thy countenance cleare, 
So ſhall wee bee ſafe, 
and ſluinke for no feare. 


0 r 


PSALMI. IXXXI. 
O God our ſtrength moſt comfortable, 
V Vith mirrie hears ſing and rejoyce, , 
Tolaakobs God moſt amiable, 

Make melodie with chearefull yoyce, 
2 Goe take vp the Pſalmes, 

The Timbrell with Shalces, 

Bring foorth no let ſee, 

The Harpe full of pleaſure, 


VVith Viole in meaſure, 1 


That well can agree. 


3 At our feaſt day (as wee were wonted) 
Let blo the trumpet mirritie: 
The firſt day ofthe month appointed, 
Thus ta bee kept ſolemnedhy, 
4 For ( as time hath ſerued) 
Iſrael ebſcrued, 
This ſtature of olde: 
And this is the ordour, 
V Vhich theu God to honour, 
laakobs ſeed did hold. 


5 Hee laide his Law ynto the linage, 
Of loſeph, parting from the land 
Of Egypt, where t heard a language, 

p Veicouth 8 
Then my vp-rearing, i 

For the burthens bearing. 


His houlders I rooke, 


ag 
— 


„ 1 1 . - 
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And eke the Taske-maiſter, 
The pots and the plaſter, 
His hands then forſooke. 


7 Thou calledſt beeing brought at ynder, 
And i did rid hee ſrom diſtrefle: 
Within che ſecrete of my thunder. 

I heard thy grudginges more and leſſe, 
I did alſo proue thee, 

My goodneſſe aboue thee, 

When thou did miſtru:t, 

At Meribah chiding, 

For waters prouiding, 

To (rue thee at luſt. 


Hearken my people I afſure thee, 
O Iſrael ( if thou wouldſt heare ) 
9 Thou ſhuldſt let no ſtrange god allure thee, 
Nor other gods worſhip or feare: 
1 5 Iam 9 0 
y great God ſupernall, 
Which from 2 thrall, 
Haue . on thee ſo ſafely, 
Thy mouth open largely, 
And fill it I ſhall: 


2 1 But yet my people whom I chooſed, 
My voycethey would not heare, I ſay, 
And Iſrael proudely refuſed, 

On mee, their louing Lord, to ſtay, 

32 Therefore I did leaue them 
Euen as their heartes gaue thew, 

To ſerue their ingine, 
After lewde inti cs, 
Of their owne dewfinges, 
So did they decline. 


30h, it my folke had not ferlaken, 
To hearken vnto mee thoſe dayes, 
Oh. if that Iſrael had taken, | 
Delite to Walke in my true Wa yes. 
1 Then could I haue reaſon, 
In a little ſeaſon, 
Their foes to ſubdue, 
And mine hand haue turned, 
Vpon ſuch as ſpurned, 


My Saintes to purſue, 


3 5 The haters of the Lord ſhould never 
But flatter him, by force conſtrainde; 
And a moſt proſperous time for euer, 
Should to my people haue temainde. 

16 Thou ſhouldſt then haue beene fed, 

With moſt fineſt wheat bread, 

Euen atthine one will, 

And with the ſweete honie, 

Of therockes ſo ſtonie, 


i would thee fulfill. 


—— 


1 


—— 


—_— — 


mm.. 
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' A Mid the | ight 
A anna ovs 


| 


—_—— 


To pleade the cauſe of trueth and righe, 
with judges of the land. 
2 How long, ſaid hee, will yee proceed, 
falſe judgement to award! 
And haue teſpect for loue of meede. 
the wicked to regarde ? 


3 Whereas of due yee ſhould defend, 
the fatherlefle and weake: 
And when the pobre man doth contend, 
in judgement juſtlie ſpeake. 
4 If yee bee wiſe, defend the cauſe; 
of poore men in their right: 
And ridde the needy from the clawes, 
of ty rantes force and might. 


5 But nothing will they know or learne» 
in vaine to them | talke. 

They will not ſee, or ought diſcerne, 
but ſtill in darkenefſe walke. 

For loe, euen now the time is come, 

that all thinges fall to nought: 

And likewiſe Lawes both all and ſome, 
for gaineare ſolde and bought. 


6 L had decreede it in my ſight, 
as gods to take you all: 


And children to the moſt of might, 
for loue ! ai you call. 
7 Zue n ing yee ſhall die, 


as men, and ſo decay, 
O tyrantes, I ſhall you deſtroy, 
and plucke you quite away, 


8 Vp, Lord. and let thy Rrength be knewas 
and judge the world with might: 

For why! all nations are thine owyne, 
to take them as thy tight. 


mn. 


— 


PSALME ern. 


O D, for thy , 
thou — 49 2 filence, 
Ceaſe not, O God, 


nor hold thy peace uo more 

2 Forloe, thy foes, 

with cruell violence, 
Confedered are 

and with an hideous roares 
In this 4 
| theſe brag and hose, 
And they that hate thee, 


1 
Againſt thy might, 
iets 


and let vs vtterly, 
is Nation 8 
= =_ out from memorie. 
And of the Name, 
of Iſraelites let neuer, 


Further bee made, 
no mention for euer. 


Conſpired are 
F th cruell beartes and fel, 
Thus againſt thee, 
t ina 
The Edomites, 
. that ia their tentes dee dwell, 
And Iſmaelitet, 
joyned «ith them doe ſtandy 
The Moabites, 
the other hand; 
With the race, 
of ths together, 
Aſſembled are, 
and wickedly.confeder. 


and Amaleck all three, 
March footth, 3 

each one with his gariſon, 
The Philiſtims, 

formeſ they thinke to bee, 
The in- dwellers, | 


of Tyre with them are bo 


4 Aſſur alſo, 

is theit companion: 
With the children 

of Lot to bee arrayedy 
In their ſupport, 

his banner is diſplayed. 


Doe thou to them, 
as thou didſt to the hoſt 
Of Madian, 
laſin, and Siſera, 
At Kyſon flood: 
10 in Endor liues they loſt; 
To doung the Land, 
whereas their bodies lay. 
11 Like Oreb, Zeb, 
Zeba and Zalmunna, 
So make thou them, 


even their moſt mightie Princes. 


And all the chiefe, : 
Rulers of their prouinces.. 
12 Which Gaid;let vs, 
inherite as our ©Wae, 
Gods manſions: 
13: my God tal them to bee 
Like rolling wheeles, 
ſtubble blowne 
Before the vvinde, 


— 


| wherein to 


And thy whirle-winde, 
with terrour ſo defacethem, 


16 Their faces, Lord, 
vvith ſnamefulne ſſe fulfill: 
That they may ſee ke, 

thy Name in minde to print; 
17 Confounded let 

them bee, and euer ftill, 
Vexed vvith vvoe: 
yea, make them ſhamde & ſhent 

18 And let them know, 

that thou art permanent, 


That IE HO VA, 


thy Name alone pertaineth, 
To thee, ouer all 


the earth, whoſe glorie reigneth, 


— — — 


— 
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H? w pleaſant is thy dwelling place, 
O Lord, of hoſtes to mee: 
The Tabernacles of thy grace, 
hovy pleaſant, Lord, they bee. 
2 My (ouledoth long full ſore, to gos 
mto thy Courtes abroad: 
Mine heart doth joy, my ficth alſo, 
in thee, this liuing God, 


3: re a roome to reſt; 
and ſaue themſelues from wrong 2 
And eke the (wallow * 2 neſt, 
leepe her young. 
4 Theſe birdes full nie thine Altar may. 
haue place to ſit and (ing: 
O Lord o „thou art. I ſay, 
my God, and cke my King. 


5. Oh, they bee bleſſed, that may dwell, | 
within thine houſe alwayes: 
For they all times thy fates doe tell, 
and euer giue thee praiſe. 
6 Yea, happy ſure likewiſe are they, 
vvhoſe ſtrength and ſtay thou art: | 
Which to thine houſe doe meane the way, 
and ſeeke it with their heart. 


7 As they goe through the vale of teares, 
— Rad 


J. And fo the God 0Fgads at laſt, 


150 


* 


in Sion they doe ſee. 


and beare when Idee prove 


. Andleticthrough thi ; 

| 3 — 

10 K , ur ſlveld, good, 2 
rogeede, and ſo dy 
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Regarde, I ſay, behold the tace, 
of chine Annointed 


11 For why? within thy Courtes one day, 
is better to abide: 

Than other where to or ſtay, 
a thouſand dayes beſide. 

12 Much rather would | * a doore, 
within the houſe of God, 

Than in the ceates of wickedneſſe, 

| to ſettle mine abode. 


13 For God the Lord, our light and ſhield, 
will grace and worſhip glue, 
And no good thing ſhall bee with- held, 
from them that purely liue. 
140 Lord of hoaſtes, that man is bleſt, 
and e ſure is hee: 
That is perſ waded in his breaſt, 
to truſt all times in thee, 


— 


P S- AL ME LXXXV. 


Lord, thou loueſt haſt thy land, 
And broght forth. laakob with thy hand, 
. was = —_ _ 
2 1 hy peoples ſinnes ſo great and huge 
Thou — haſt, and didit not judge, 
Thy mercies vvere ſo great. 


3 Thine anger then, and wrath ſo hote, 
Thou didſt remit, and haſt forgot, 
Such was thy tender loue. 

4 O turne vs then, God of our ſtrength, 
Releaſe thine ire, and now at length, 
Let ourdiſtreſle thee moue. 


5 Wilt thou bee angrie, Lord, for aye, 
Wilt thou prolong thy wrath, I ay, 
And that from age to age ? 

6 Wilt chou not turne, vs vp to raiſe, 

That vvee, thy people may thee praiſe, 
And that with great courage 


7 Thy metcies, Lord, to ſhew vouch(afe, 
That thy ſaluation wee may haue, 
But hearken now 1 will. 

3 And beate what God himſelfe doth ay, 
Who peace before his Saintes did lay, 
Leſt they ſhould turne to ill: 


9. Now cetainely his health is neare, 
To ſuch as dee indeede him feare; 
And hleſſtth ſtill our land. 

io Loeʒ truetir and mercy both doe meete, 
His righteouſnefſe and peace doe greete, 
And both joyne hand in band. 


11 For trueth ſhall from the earrh bud out, 
From heaven righteouſneffe, no donde, 


1 our d Dll give increaſe, 
13 
Who 


aloefle cowerds him pres, 
marc bt fore. 


5 


\ 


| 
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1 bow thine eare to my requeſt, 
eee eee ene 
With grieuous paine rie fe op > 
ful re and wealkce A. I. 
2 Preſerue my ſoule, becauſe my Mayes, 
and doings holy bee: 
And ſave thy ſeruant, Lord, I pray, 
that puts his truſt inthee, 


3 Thy mercies, Lord, 2 mee expreſi?, 
defend mee eke withall: 
For through the day I doe not ceafe, 
on thee to cry and call. 
4 Comfort, O Lord, thy ſeruantes foule, 
that now with paine is pinde: 
For ynto thee, Lord, [extoll, 
and lift my ſoule and minde. 


5 For thouart good and bountifull, 
thy ue of grace are free; 

And eke thy mercy plentifull, 
to all that call on thee. 

6 O Lord, likewiſe, when I dae pray, 
regarde, and giue good eare: 

Marke well the vvords that I doe ſay, 
and all wy prayers heare- | 


7 In time when trouble dotb ate moues. 


to thee I doe ex 

For why? I know, and well doe praue, 
thou anſwereſt mee againe. 

$ Among me gods, O Lord, is none, 
with thee to bee comparde, 

And none can doe as thou alone, 
the like can not bee heard. 


9 The Geryiles and the people all, 
which thou didft-make and frame, 
Before thy face on knees will fall, 
and gloriſie thy Name. : 
10 For why? thou air fo much of might; . 
all power, Lord, is thine owne: 
Thou workeſt woncers till in ſiglu. 
for thou art God alone, 


11 O teach mee, Lond, thy way, and [ 
ſhall in thy truech , 
O joyne mine heart to ſo nie, 
that I thy Name may dreads 
12 To thee my Gad, will I gine praiſes. 
with all mine heart, O Fo 
thy Name @ vveyes, 
or euer through the world, 


13 For why? thy mercy ſhewde to mee, 
is and doth excell: 

Thou my ſoule at libertie, 

out from the lower hell. 


% 


15 Thou, Lord, art mercifull and mec ke, 
full Aacke and ſlow to wrath, 

T hy goodneſſe is full great, and eke, 
thy tructh no meaſure hath. 

16 O turne to mee, and mercie graunt, 
thy ſtrength to mee apply, 

O he'pe and ſaue thine owne ſeruant, 
thine hand · maides ſonne am 1. 


17 On mee ſome figne of fauour ſhow, 
that all my foes may ſee, 

And bee aſhamde, e, Lord, thou, 
didſt helpe and ſaccout mee. 


PSALME LXXXVIIT, 


Hat Citie ſhall full well indure, 

her ground- worke ſtill doeth ſtay, 
'  Vpon the holy hilles full ſure, 

it can no time decay. 
1 God loues the gates of Sion belt, 

his grace doth there abide: 

Hee loues them more than all the reſt, 
of laakobs tentes beſide. 


3 Pull glorious thinges reported bee, 
in Sion, and abroad: 

Great thinges, I ſay, are (aid of thee, 

thou Citie of our God. 

4 On Rahad [ will caſt an eye, 

and beare in mind the (ame: 

And Babylon ſhall eke apply, 

Aud learneto know my Name; 


$ Loe, Paleſtine and Tyre alſo, 
with Ethiope likewiſe: 
A people olde, full long agoe, 
were borne, and there did riſe, 
6 Of Sion they ſhall ſay abroad, 
that diuerſe men of fame: 
Haue there ſprung vp, and the high God, 
kath founded faſt the (ame, 


7 In their recordes, to them it ſhall, 
through Gods deuiſe appeaze, 

OfSion, that the chiefe of all, 
had his begi there. 

The minſtrel'es all with ſuch as ſinges, 
ſhall praiſe the Lord with glee: 


For of delight my pleaſant ſpringes, 
are compaſt all in thee. 


= — ͥ ͤ ǘ41 — 


PSALMS ILXXXVI II. 
God of my ſaluation,, 
I day and _ before thee fall: 
2 O let my ſupplication, 
Of thee bee when l doe call: 
3 Foreuils doe my ſoule ſo fill, 
My life neare to the graue is throwne: * 
4 Wich ſuch as fall the pit vntill, 
] numbred aw, and ſtrength haue none, 


” S i 


PSALME LXXXVII, LXXXVITI; LXXXIX. 


5 Among the dead, à man moſt free; 


_ 


_ 


| 


| 


As one in graue already ſlaine: 
Whom thou eſteemſt no moreto bee; 
But quite cut off, az men moſt vaine. 

6 Indepth profounde thou haſt mee caſt, 
Where, in the darke, full deepe | lye. 


7 Thy wrath ſo laide on mee thou haſt, 


That, ouer · come with griefe, | cry, 


$ Such as mee knew, thou haſt drawne backs 
Whoſe loue is turned to great hate: 
I am (hut vp, all helpe I lacke, 
For to redrefle my dreadfull ſtate. 
9 My yilagedoth my griefe declare, 
To thee I cry, Lord, day by day. 
Mine bandes to thee I tretcht with care, 
But yet can haue no reſt, or ſtay, 


10Wilt thou ſhevy wonders to the dead f 
Shall dead men riſe to praiſe thy Name f 
1 1 Shall in the graue thy loue bee (pred ! 
With faithfulneſſe may death well frame f 
12 Thy wondrous wortkes for to repeat, 
Shall they in dai keneſſe deepe bee knowne & 
Or ſhall thy tighteouſueſſe ſo great, 
In a fo land bee ſhowne, 


13 Tothee, O Lord, long cryde I haue, 
And early ſhall I come to pray: 

14 Why doeſt thou ſtay my loule to ſaue Z 

And turne thy face from mee away f 

15 Lam afflited to the death, 

Alwayes in dread of life I doubt, 

16 Thy wrath | feele at euery breath, 
Thy feare almoſt hath worne mee out., 


17Like water mee cloſed round 

Becauſe I ſhould not from them fide, 
My louers heartes thou haſt vp- bound, 
And mine acquaintance did them hide. 


— 


—— —— 


— 


PSALM BE LXXXIZ. 


he ſing the men of Lok 
my tongue ſhall neuer : 
And with my mouth op to age. 
thy trueth I will declare, 
2 For | haue ſaid, that mercy ſhall, 
for euermore remaine: 
In chat thou doeſt the Heauens flay, 


thy trueth appeareth plaine. 


To mine Blect (ſaid God ) I mads; 
b N. nchen oh 
My ſeruant Dauid to perſwade, 
I (wore and did 
4 - Thy Gede for euer 1 will ſta 
* * 
een age to age to lt. 
5 The heavens ſhew with joy and 
thy vrondrous workes, Oln | 
Thy 


\ 
» 


PS ALM E. LXXXIX. 


Thy Saintes within thy Church on earth, 
thy faith and trueth record. 

6 Who with the Lord is equall then, 
in all the cloudes abroad 

Among the ſonnes of all the gods, 
what one is like our God? 


7 God in aſlemblie of his Saintes, 
is greatly to bee dread: 
And ouer all that dwell about, 
in terrour to bee had. 
Lord God ef hoaſtes, in all the world, 
whole ſtrength is like to thee? 
On every fide moſt mighty Lord, 
thy trueth is ſeene to bee, 


9 The raging ſea, by thine aduile, 
thou ruleſt at thy will: 

And when the wauesthereof axiſe, 
thou mak them calme and ill 

10 As a man flaine, fo Egyptland, 
haſt thou ſubdewde, O Lord! 


Thy foes with mi arme and hand, 

* thou — = 4 abroad, 

11 The heanens are thine, and tal haue beene 
lkewiſe the earth and land: 

The world, with all that is therein, 
thou formedR with thine hand. 

12 Both North, and South, thou Lord, alone, 

thy ſelfe didſt make and frame: 


Roth Tabor mount, and cke Hermon, 
rejoyce and praiſe thy Name. 


% 

all might therein doth lie: 

The Ce any 6 hand each houre, 
1 | on hie. 

14 In 


and 
thou haſt thy ſeat and place: 
Mercie and trueth are ſtill with thee, 


uity. 


and goe before thy face · 


25 Thoſe follke are bleſt, that knovy aright, 
to joy iff thee, O God: 
For in the fauour of thy light, 
they walke full ſafe abroad. 
16 Lord, in hy Name 
| and that from 


»7 For why? their glorie, ſtrength, and ai 
f res pn) ood -_ 


Thy gaodnatis elke, that hath vs laid, 

life our horne on hie. 

1 Our that doth defend vs well, 
the L to vs doth bring: 

The holy One of Iſrael," 

hte is our Guide and King, 

29 Thy vvill vnto thy Saintes ſome - times 
in viſions thou didſt how: B 

thou (ay to thew, 


Ang thes then Ga 
thy mindeto maks them knows 


} A man of mi 


haue [ erect: 
your King and Guide to bee: 
And ſet him vp, whom l eleR, 
among the folke ro mee, 


20 My ſeruant Dauid [ appoint, 
whom | haue ſearched out: 

And with mine holy oyle anoint, 

| 21 Therefore, mine hand is ready ſtill, 

| with him for to remaine, 

And with mine arme alſo 1 will, 

hin ſtrengthen and ſuſtaine. 


22 The enemies ſhall not him oppreſſe, 
they ſhall not him deuoure: 
Nor yet the ſonnes of wickednefle, 


of him ſhall have no b 
23 His foes hkeviſe will deflroy, 


before his face in ſight: 
And thoſethat hate him, will # 
and ſtrike them with my might. 


24 My trueth and mercie eke withall, 
ſhall ſtill ypon him bee, 

And in my Name his horne eke ſhall, 

| 25 His kingdome I will ſt to bee, 

the Sea and Land: 

And ede the running floodes ſhall bee 
embrace with his right hand. 


20 Hee ſhall depend with all his heart, 
on mee, and thus ſhall ſay, 
My Father and my God thou art, 
my rocke of health and ſtay. 
27 As my firft.borne I will him take, 
of all on earth that ſpringes: 
His might and honour | ſhall make, 
| aboue all worldly kinges, 


23 My mercie ſhall bee with him RIA 
for ever to indure: 

My faithfull Couenant L will, 
to him fixme and ſure. 

| 29 And eke his ſeede will I ſuſtaine, 

for aye both ſure and faſt; 

So that his throne ſhall ſtill remaine, 
while that the heauens doe laſt, 


| 30 If that his fonnes forſake my Law, 
| and ſo 1 any 
And my none a 
nor will not them obſerue. 
31 Or if they doe not vſe aright, 
my ſtatutes to them made, 
And ſet all my Commandements light,] 
and will not keepe my wade. 


32 Then wich the rod I will begin, 
RF. |. 
2 offend. 


— ——— 


* 


PSALME LXXXIX. XC. 
Nor handle him With craftineſſo, | 48 What man is hee, that liveth heere, 
and ſo my trueth forgoe. and death ſhall neuer fee? 
| ; Or from the hand. of hall his ſouls, 
34 But (ure ny Covenant I will holde, ſhall hee deliuer free 
with all that I haue ſpoke: 4) Where is, © Lord, thine old goodneſſe, 
No word, the vvhich ary lippe: haue told, ſo oft declarde beforne ? 
ſhall alter, or bes broke. | Which by thy trueth and vprighitne ſſe, 
5 Once ſwore l by mine holinaſſe, to Dauid thou haſt ſworner 
and that performe will I: | 
With Dad I will keepe promiſe, 5 0 The great rebukez to mind, Lord, call, 
and to his ſeed for ae. 1 — 5 lie: 
e raylinges of thy people 
36 Hu ſeede for evermore ſhall reign, beare jn my — dos 5 
and eke his throneof might: | 51 For whyf O Lord, behold, thy foes, 
As doth the Sunne, it ſhall remaines 1 haus thy Name: 
* euer — * . hin the Skie, In = 14A thou haſt chole, 
7 And as oobe $kie, and oi defame. 
, tor euer andech falt: - 4 
A faithfull wienefſe from on hie. $2 All praiſe to thee, O Lord of hoaſtes, 
ſo ſhall thy kingdome laſt. bath now and eke for aye: 
5 | Through Skis and Earthin all the coaſtze, 
38 But now, Oo Lord, eu doeſt reject, [ Amen, Amen, I ſay, 
and now thou changeſt cheat e 
Yea, thou are wroth with thine Ele» = — - — 
thine one Anointed deare. 
39 Thy Couentnewith thy ſeruant, loc, PSALME XC. 
Lord, thou haſt quite vadone 
And downe vpon the alſo, |O Lord, thou haſt beene our refuge, 
haſt caſt his ro oVWnes and kept vs (afeand found: 
* age to age, as 8 * 

o Thou haſt his edge pluct vp with might, all wee vwhich true it foun ' 
9 thou didft ings. | ray ry | 2 Before the mounmines were toorth brought | 
His Bult-warkes thou traſt beat . , ere thou the Earth didſi frame, 

and brought them to the ground. Thou was our Eternall God. 
41 That hee j lore deſtroyde and torne, and Rull che ſame. 
ot commers by throughout: | a 
And ſo is madea mocke and ſcome, 3 Thou doeſtyaine man ſtrike doyvnto dull. 
to all that dwyell about. though hee bee in his flovver: 
| Againe thou ſayeſt, Yee Adams ſonnes, 
42 Thou their righe hand haſt lifced vp, returne to ſhevy your power. 
And all his foes which him deuoure, to count them in thy ſighe f 
loe, thou haſt made to joy. But as a day yvbich laſt is paſt, 
43 His ſword thou haſt made dull and blunt, and ana vvatch by night. 
ſo that hee may not ſtand | 
Before his foes as hee was wont, 5 They are ſo ſoone as theu doeft forme, 
nor haue the dppethand. | euen like a levpe or 
a Or likethe graſte, Which as yreoknow, 
44 His glory thou haſt made to waſte, betimes avvay doth fade. 
his throne, his joy, and mirth, 6 wich pleafanedevves in breake of dey, 
By thee is ouer-throwas and cat, ie groweth vp full gremwe? s? 
full low vpon the Earth. 5 By night cut done, it vyjthereth 48. 
45 Then haft e of, and made full f- dee ſerne. 
his youth. and luſty dayes, | | E 
And raiſde of hm an euill 7 O Loed, hovy ſoredoe veer confun, 
with ſhame and g in this thy war fo hoee: 
46 How longavray from mee, O Lom, that death thaſll bee our lote. 
for euer wilt thou turnef $ Thou haſt ſo marked our miſdeedes, 
| that they we Shy winder - 
Ourſecrere ſinnes arg ip thy . 
_ "uo thowgh flade, 


8 o 


Thea. 


which haue in them no pith. 
10 The dayes of man wee find to bee, 
of yeares ten and three-ſcore, 
And if that ſome by nature ſtrong, 
attaine to liue ten more. | 


Yet is their ſtrengih, bragge what they liſt, 
but labour, griefe, and care; 

And paſſeth hence, to haſte their end, 
1 deth well the 

v1 Yet regardeth we power, 
ot this thy wrath ſo great f 

All ſuch truely as doe thee know, 
thy plagues when thou doeſt threat. 


Teach ys, therefore, to count our dayes, 
that vyee our heartes may bend, 
To learne thy wiſedome and thy trueth, 
for that ſhould bee our end. 
13 Turne yet againe, O Lord. hovy long, 
wile t angry ſtill : 
Bee mercifull vnto thy flocke, 
and graunt them thy good will, 


14 Oh, fill ys with thy mercies great, 
in the (weere morning ſpring: 
So wee rejoyce ſhall all our dayes, 
and eke bee glad and ſing. 
15 Declare efrſoones ſome ſigne of loue, 


chy ſcourges to aſſwage: 
And for the yeares of our diſtreſle, 


16 She foorth thy mercy thine one worke, 


ynto thy ſeruantes deare: 
And let thy glorie to theit ſeede, 
for euermore appeare. 
17 And let the beautie of the Lord, 
vpon Ys ſtill remaine: , 
Lord, proſper thou our handie-worke, 
and ſtill che ame maintaine. 


— — — — 


Ho ſo with full intent and mind, 


* — 
| nat at man 
A ſure — alway. 


1 And dow (ay to the Lord will F, 
O thou mine fare moſt ſurt. 
Hee is my God thus will I cry, 


My triſt a him hall Gill indure. 


3 Hee ſurely will thee freely ſee, 
Farte from Sue crafie hunters ſnare: 

So, that thow nerd ſt not feare his net, 
Nor yes no whit to cart. 


— — — 


PS ALME XCI. XCII. 
Then end our yeares a8 thoughtes molt vaine, 


þ 


| 


| 10Thee ſhall nene ill thee apprehend, 


1 4Becauſe, (a 


| For thou haſt made mer to 


* 


5 Thou ſhalt not neede to bee dilmaide, 
For any feare to come by night: 
Nor of the arrow bee afraide, 
That foorth is ſhot when it is light. 
6 Nor yet he Peſtilence to feare, 
Which in the darke doth much annoy, 
Nor of the plagu: at noone-day cleare, 


Which doth tall oft great heapes deſtroy, 


7 A thouſand at thy fide ſhall fall, 
And at thy right hand thouſands ten, 
But vnto thee none hurt at all, 
Shall once ſo much as touch thee then. 
$8 Thine eyes ſhall certainly be hold, 
What recompence the wicked haue, 
9 For that the Lord as thy ſtrong ho de, 
Thou haſt him made thy ſoule to ſau. 


Nor yet thy Tabernacle touch: 
11 For bee his U doth . 
And giues them charge to keepe , 
1 So reac ſha they thee defend, 
That harme thou ſhall bee ſure of none. 
Nor yet ſo much as once offend, 
Or daſh thy foote againſt a tone. 


13 Thou ſhalt ypon the Lyons tread, 
The Dragon, and the Aſpe alſo, 
. 
ou Walke a oC, 
For ſo the ed bienſelfe hath "ny 
God, hee knew my Name, 
I ſurely will exale his horne, 
And ſuch confound as ſeeke his ſhame. 


15 On mee hee ſhall call in his need, 
And I will heare him out of doubt: 
His troubles end will I with ſpeede, 
And vill him glorifie throughout. 

1 6Of yeares hee ſhall haue his deſire, 
That hee the ſame full well may ſpend, 
My ſauing health and loue intire, 

To doe him good ſhall haue none end. 


— 1 
„6 


PSALME XII. 


A Thing both and meete truely, 


ie is to laude the Lord: 
And to thy Name, O Lord, moſt his, 
to in one accord. 
2 To fhew the kindnefle of the Lord, 
betime ere day bee light. 
And ele declare his abroad. 
when it doth draw to night. 


Vpon tenne-tringed inftrumentes; 
| R 
With all the mirth ys can invent, 

of ia sumentes moſt meete. 


* 


* by thee 
with and vos, 


H 
* 
+.) 


* 


3 O Lord, how glorious, and how great, | 
are all thy workes ſo tour; 
So deepely are thy counſels fer, 
that none can try them out. 
6 The man vowiſe, hee doth not knoyy 
how this is brought to paſſe, 
Nor yet the idiore foole allo, 
doth vndet ſtand this caſe. 


7 When ſo the wicked at their will, 


PSALME XCII. X CIII. XCIV. 


Beyond all time that can bee thought, 
thou haſt beefle euvermore. 

4 The floodes, O Lordi, the floodes doe rife, 
they roare and make a noyſe: 

The floods, I ſay, did enterpriſe, 
and lifted yp their yoyce. 


5 Yea, though the ſtormes ariſe in fight, 


as grafſe doe (pting full faſt: 
They, when they flouriſh in their ill, 
for aye ſhall bee made waſte. 
1 But thou art mighty, Lord, moſt hie, 
yea, thou doeſt rergne ore, 
In euerie time eternally, 
both now and euermore. 


9 For why? O Lord, behold, and ſee, 
| behold thy foes, 1 ſay: 
1 How all that worke iniquity, 
ſhall periſh and decay. 
10 But thou like th Vnicotae this while, 
Walt lift mine horne on hie: 
With freſh and new prepared oyle, 
thine ointed King am I. 


11 And of my foes before mine eyes, 
ſhall ſee the fall and ſhame, 
Of all that vp againſt mee riſe, 
mine eares ſhall heare the ſame, | 
32 The juſt ſhall flouriſh vp onde, 
as Date.trees budde and blow: 
And as the Cedars multiplie, 
in Libanus that grow. 


23 Fot they are planted in the place, 
and dwelling of our God: 

Within the Courtes they ſpring apace, 
and flouriſh all abroad, 

14 Aud in their age much fruite ſhalt bring, 
both fate and well beſeene: 

And pleaſantly both budde and ſpring, 
with boughes and branches greene, 


35 To ſhew that God is good and juſt, 

and vpright in his wl: | 

Hee is my Rocke, mine hope, and truſt, 
in him there is none ill. f 


— — — — — — — 


PS AI MI 2cI11I. 


Lord as King aloft doch reigne 

in 5 72 | 5 

And es to hee fol h and maine, 

bath girde himſelie wieh might. 

2 The Lord likewiſe the Earth hath made, 
and ſhaped it ſo ſure: 

No might can make it moue or fade, 


at ſlaꝝ ir doth indure, 


though ſeas doe and ſvvell: 
The Lord u ſtrong, and more of might, 
for hee on hie doth dwell. | 


6 Andlooke what promiſe hee doth make, 

his houſe-hold to defend: | 
For juſt and true they ſhall it take, 

all times withounten end. 


— — 


Paint ret v. 


O Lord, fince vengeance doth to thee, 
and to none elle belong: 
Now ſhewy thy felfe, O Lord our God, 
with ſpeed revenge our wrong, | 
2 Ariſe thou gteat ludge ofthe world, 
and haue atlength regarde: 
That as the proude deſeruę and doe, 
thou wilt them ſo reveard. 


3 O Lord, how long ſhall wicked men, 
triumph thy flocke to ſlay ? 

Yea, Lord, how long! for they triumph, 
as though who now but they. 

4 How long ſhall vvicked doers ſpeake, 
their great diſdaine wee ſee f 

Whoſe boaſting pride doth ſeeme to threat, 

no ſpeach but theirs ro bee. 


5 O Lord, they ſmite thy 5 dovyne, 
not ſparing young nor olde: 

Thine heritage ! bo ſo torment, 0 
as ſtrange is to behold. 

| 6 Thewidow and the ranger byh, 

they murther cruelly, 

| The fatherleff: they put to death, 

| and cauſe they know not why. 

| 


7 And yet ſaꝝ they, Tuſh, tuſh, the Lord, 
n ll — 1 
or yet W regarde, 

3 a vs decreede. x 
But now take heede, yee fooles vmviſt, 
| an——_—_ . ; 

Yee fooles, I lay, when yee weigh, : 

and vuderſtand chis wel? 


| 9 Hee chat the eate did plant and pam 
ſhall hee bee ſlow to heare 3 | 
Or hee that made the eye to (ce, 8 
ſhall hee not ſee moſt tleare? 
| 10 Orhee that plagu'd the Heathen ſdike, 
| and knowledge teacketh men, 


by 


3 NI why ogg of wrought, 


* 


13 The Lord our 
nu very 


PSALM E, 


And that they are both vile and vaine, 
to him is knowae alſo. 
12 But blefled is the man, O Loid, 
whom thou doeſt bring in awe: 
And teacheſt him by this c 4 rodde, 
to loue and f.arethy Law. 


13 That thou may givehim reſt and caſe, 
in time of troubles great: 

When that the pit is digged vp, 
th*'vngodly for to eate. 

14 Surely the Lord vvill neuer faile, 
his le which him loue: 

Nor yet forſake his heritage, 
which hee doth Rill approue- 


15 For judgment now with trueth ſhall joyne 
that j may bee free: 
And (uch as bee vpright in heart, 
thereof full glad ſhall bee. 
16 Who now will vp, and riſe with mee, 
2 this wicked band 
Or who againſt theſe workers ill, 
on my part ſtaut will ſtand? 


17 If that the Lord had not mee helpt, 
doubtlefle it had beene done: 
To wit, my ſoule in ſilence brought, 
and (o my foes had vvonne. 
18 But though my foote did (wiftlie ſlide, 
yet when l did it tell: 
Thy mercies, Lord, ſe helde mee vp, 
that I therewith not fell. 


19 For in the heapes of ſorrowes ſharpe, 
that did mine heart oppteſſe: 
Thy metcies were to mee ſo great, 
they did my ſoule refreſh. 
20 VVilt thou, vaine man, haue ought to doe 
with that moſt wicked chaire, 
Which forgeth miſchiefe asa Law, 
Without remorſe or feare, 


21 Againſt the ſoules of godly men; 
ey all with ſpeede conuent: 
And ſo condemne the guiltleſſe blood, 
of the poore innocent. 
22 But yet the Lord is my refuge, 
in all theſe dangers deepe. 
And God the Rocke is of mine hope, 
who doch mee alwwayes keepe · 


23 Hee will reward their wickednefie, 
and in his wrath them kill: 

Yea, them deftroy ſhall God our Lord, 
for hee both can and will. 


A 
— 


—— I. » 


„ PSALEMAI XCVe. 


let vs lift vp our v 
— : 
our Rocks of health cejoyce; 
let vs with ong acces, . - 


| 


— — 


| 


| 


| and worthy praiſe alway: 
H 2 


X CIV. XC V. X CVI. 
| 2 Yea, let vs come before his face, 


to giue him thankes and praiſe, 
In finging Pſalmes vnto his grace, 


let vs bee glad alwayes. 


3 For why! the Lord, hee is, no doubt, 
A 2 great and mighty God, 

A King aboue all gods throughout, 
in all the world abroad. 

4 The ſecretes of the earth ſo deepe, 
and corners of the land. 

The toppes of hilles, that are ſo ſteepe, 
hee hath them in his hand. 


5 Theſea and waters all are his, 
ſor hee the ſame bath wrought, 
The earth and all chat therein is, 
his hand hath made of nought. 
6 Comelq vs bow, and praiſe the Lord, 
before him let vs fall: 
And kneele to him with one accord, 
the which hath made ys all. 


7 For why! hee is the Lord our God, 
for vs hee doth prouide: 

Wee are hi flocke, hee doth vs feede, 
his ſheepe, and hee our guide. 

8 To day, if yee his voyce will heare, 
then harden not your heart: 

As yee with grudging many a yeare, 
prouock t mee in deſert. 


9 Whereas your fathers tempted mee, 
my power for to proue: ; | 
My wondrous workes when they did fee, 
yet ſtill they did mee moue. 2 55 
10 Twiſetweoty yeares they did mee grieue, 
and I to them did ſay: 
They ere in heart, and not beleeue, 
they haue not knowne my way. 


11 Wherefore 1 ſware when that my wrath, 
was kindled in my breſt, 

That they ſhould neuer tread the path, 
to enter in my reſt, 


— — 8 


PSALME CVI. 


Ing yee with praiſe voto the Lord 
Sr I F 
Ling vuto 

"al 


im with one , 
on the Earth. 

2 Yea, ing vnto the Lord, I ſay» 
praiſe yee his holy Name: 
Declare and ſhew from day to day, 

ſaluation by the ſame. 


3 Among the Heathen eke declare, 
his honour round about: : 
To ſhey his wodders doe not pare. 
in all the world throughout. | 
4 For why? the Lord is much of might; 


j 822 


And hee is to bee dread of right, 
aboqe all gods, 1 ay. 


5 For all the Heathen gods abroad, 
are idoles, that will fade: 
But yet out God, hee i the Lord, 
that hath the Heauens made. 
6 All praiſe and honour cke doe dwell, 
for aye before is Face: 
Both power and might likewiſe excel, 
withia his holy place. 


7 Aſcribe vnto the Lord alway, 
( yee people of the world ) 
All mighe and worſhippe eke, | ſay, 
aſcribe vnto the Lord. 
8 Aſcribe vnto the Lord alſo, 
the glorie ol us Name: i 
And ehe vnto his Coures doe goes 
vvith giftes vnto the (ame. 


9 Fall downe and worſhippe yee the Lord, 
within his Temple bright 
Let all the people of the world» 
= 22 ull at his, ſight. _ 
10 Tell all thee world bee not 2 
the Lord doth ceigne aboue: 
Tea, hee hath-ſet the Earth ſo faſt, 
that it ſhall never mous. 


And that it is the Lord, alone, 
that rules with princely might: 
To nano ' one, 
4 4 
11 Yee heauens re with joy begiune, 
and let the earih rejoyee:. 
Thou ſea and all that is therein, 
cry out and make a noyle. 


12 The field null joy and every thi 
that pr eth of the Earth: wa 
Tus wood andeuerie tree ſhall ſin 
with gladneſſt and with miri. 
3 Before the preſtnte of the Lord, 
4 1 3 of hn might. 
or come to the world, 


oy 


— 


P. AAT NMI NCVYIEC. 
He Lord dotkreigne, herent the earth, 


* 
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and 
They fed before that Rulers might, 
6 Theheauens'eke declare and ſhevy, 


7 Confuſion ſare hall come to ſuck, 


| 


þ 


1 | 
| O For es hath — — w 


- | 2 The Lora usih ak thepedple 
| his loving berth cod 
The Lord dd ede thow, 


inges ele full bright did blaze, ' 
and to the world —_— 

Whereat the Earth did looke and gaze; 

with dread and deadly feare. 


5 The hilles like waze did melt ja light, 
reſence of the Lord: 


4 His lighten 


which guideth all the world. 


his juſtice foorth abroad: 
That all the world may ſee and know, 
the gloris of our God. 


as worſhippe idoles yaine: 
And eke to that glorie much, 
dumbe pictures to maintaine. 
For all the idoles of the world, 
which they as gods doe call, 
Shall fevte the power of the Lord, 
and downe to him ſhall fall. 


$ W.th joy did Sion heare this thing, 
and Iudah did rejuyce: 

And at thy jugementet they did ſing. 

and made a: pleaſant noyſe. 

9 For thou, O Lord, art ſet on hie, 
in all the Zarth abroad: 

And am exalted wondtouſlie, 

aboue each other god. 


8 


od 


10 All yee that lous the Lord, doe this, 
| hate all ehinges that are ill: 
For hes doth keepe the ſoules of his, 

from ſuch az would them ſpill. 
11 Andlightdothpriog vp to the juſt, 
with pleaſure for his part: 
Geeat-joy Ie, mirthand luft, 
| to them of vptighi heart. 


12 Tes righteous in the Lord rejoyce, 

| his holyneſſt proclaime: 

| Brethankefull eke with heart and voyce, 
| and mindefull of the ſame. 


„ 


— cm 


1 
* 


— 
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ing zee novy vnto the Lord, 


bis wonders great and ſtrong. (world: 
th higvight hand full worthily;, 
hee doth his Fees dener 
And get himſelfe the viftorie; | 
| - with: tris one arme atid power, 


RENE" 


in all the 


PSALME 


That all the Farth hath ſeene right well, 
the goodnefle of the Lord. 


4 Bee glad in him with joyfull yoyce, 
all people of the Earth: 
Giue thankes to God, fing and rejoyce, 
to him with joy and mirth, 
5 Vpon the Harpe vnto him fin 
giue thankes to him with Pfalenes, 
6 Rejoyce before the Lord our King, 
with trumpet and with Shalmes. 


7 Yea, let the ſea, with all therein, 
with joy both roare and ſwell: 
The earth lixevviſe, let it begin, 
with all that therein dwell. 
Aua let the floods rejoyce their filles, 


and their handes : 
Andeke 424 and 1 billes, 
' before th: Lord his face. 


5 For hee hal come to and try, 
n the world and * 8 : 
And rule the people mightily, . 

with jultice and with right, « 


— .. 


PSALME XCIX. 
He Lord doerh reigne, although it it 
the people rage Fall 


ſore: 
Yea, hee on Cherubim doth fir, 
though all the world would roare- 
2 The Lord thut deth in Sion dvyell; 
is high and wondrous great: 
Aboucull fo'ke hee doth excel}, 
and hee aloft is ſer. 


2 Let all merrpraife thy mighty Nate; 
for it is Amr frm an | 
And let them magntfie the ſame, 
that holy is and pure. 
4 The princely power of our King, 
doth loue judgement and rights 
Thou rightly ruleſt every thing. 
in Laakob through thy might. 


5s To praiſe the Lord our God deniſe, 
all honour him accord: 

Before his foote · ſtoole fall likewiſe, 
Wee is the holy Lord. 

6 Moſes, Aaron, andiSamuel,, 
as Prieftes on him did call: 

When they did pray hee heard theni well, 
and gaue them anſveere all. 

7 Within the cloudes to them hee ſpake, 
then leur fill: 10 

To kao hl e hee did make, 


R 
8 © Lord our Gedjthou dt den heace, 
| thee they did ſeeke- 


f 1 " | 


\ 


| 


XCIX. c. 


CI. 
Gi . 1 * 
9 
or ” 1 the world, 


— 


. 
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l people that on earth doe dwell, 
Sing to the Lord with chearefull yoyce, 


Him ſerue with feare, his praiſe foorth tell 
Come yee before him and 2 


3 The Lotd yee noh God indeede, 
nom ou hls bee bid vs wake, 
ce are his flocke, hee doth vs teede 
Ang for his ſheepe hee doth ys oy ay 
4 Oh, enter then his gates with praiſe 
Appt6ach M. courtes vary, 


Praiſe, laude, and bleffe his al . 
For it is (temely ſo to doe. — 


5 For why ? the Lord our God is good, 
e 


trueth at alf times firmely ſtood, 
Anal och age to agt ende. 


2 


” " l * 
— 


| — 
| „ar CT. 

| F mercie and of judgement both, 
OL. ſorg-ſhall bee 
Wanke, . ing, 
„%% 
2 1 wi ley wayes with wiſedome guide 
| till thou my ates ere; 


. 


| And walke vprighil 


y in mine houſe, 
as one of Ele, 


3 No wicked thing will L attempt, 

| but from the (ame refraine: 

| I hate the ſinnes of faithleſſe folke, 
no ſuch will I maintaine. 

4 The froward heart may tale his leausy 

ſuch ſhall not with mee dwell: 


1 


And for the proude and wicked men, 
I will Wich force expell. 


5 Who ſo his neighbour doth backe - bia 
ny ane rw. 
And w a pro 'gh loo 

| { vill the ny een * 
6s For ſuch a les a godiy life , 

and witkednelſetorſakte, 

vill I defend, and more then that. 

wy lexnances will hem make. 


| 7 Wis {visdentes wie reeie, 
| mine houſa is nott er ſuck 
| The buys may Fiioddetold,” 


" 
= 5 


1 — Telly, 


* 


4 
* 
* 
- 
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KR of the Lor 5 
Nur roote out. 
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Ord, to mige wade fe giue care, 
And let my re thee aPpeare: 
2 Hidenot thy Kalbe this troablous time, 
But when | call, thine eates incline, 
3 Make haſte to heare mee, Lotd, | ptay, 
For like as ſmoke conſum'ch avvay, 
zo are my dayes heere on this earth, 
And all my bones parcht as an hearth, 


4 Like the mowne grafſe withered and dry, 

n becauſe that I, FR 
ro griefe , my bread forgar to eat: 

3 For — my voyce of gronings great, 
= _ ynto my - wal ſticke. 

6. er, I rhe Pelicane am bke 

V Vhich doth in wildernefle abide. 

And like the Ovvle of deſertes vvide. 


9 As on the houſe all alone, 


hath ſvvorne. 
vvoe, 
teates alſo, 


9 1 aſhes ate as bread theo! 
And blent my cuppe 


10 This, Lord, mee hapned for thine ire, 
And fqr thy vvrath as hote as fire: 
Box thou in high eſtate mee plaſt, 
And dovvne to duſt againe haſt caſt, 

2 1My dayes are like the fading ſhade, 
[like the withted grafle am made, 

2 2 But, Lord, thou ſtill abideſt ſure, 
Thy memorie for aye doech dure. 


2 3 Thou vvilt ariſe for Sion hill, 
And graunt thy mercies hee vntill: 
Fox loe, the time, the time, I (ay, 
Of mercies, Lord, is come this day. 
14 bor in her ſtones thy ſeruantes luſt, 
And pitie take vpon her duſt, | 
25 so ſhall the Heathen feare thy Name, 
And earthly kluges thy glorious fame, 


1 6 What time the Lord hall Sion reare, 
And ith his glorie ſhall appeare, 
17And to the deſolate him bend, 
Deſpiſin not their ſute t attend. 
3 This ſhall bee vvritten for the race, 


LME CII. CIII. 


— 


The ſlov veſt to conceive an 


And ſat the damned free from cares 

2 1 That they im Sion may declare, 
This holy Name of God alvvrayes, 
And ia Ieruſalem his praiſe. 


22 When to conueene the folke accord, 
| And kingdomes all to ſerue the Lord: 
2 3 My ſtrength hee bated in the vvayes, 
And ſhorter cut my life and dayes. 
2 4 Wherefore I aid, My God moſt hie, 
| In midſt my life let mee not die, 
hy yeares eternally indure, 
From age to age abiding (ure, 


25 Thou in times paſt the earth didſt ground, 
| Thine handie- vyorke the heauens are found 
| 26 They periſh ſhall, thou ſtanding ſtill, 
They ſhall yyare olde as garmentes vvill, 
Thou changing them, they ſhall ſo bide, 
| 2 7Bur thou art one, vyhoſe yeares not ſlide. 
28 Thy ſeruantes ſonnes for aye ſhall laſt. 


| 


3 — 
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Y ſoule, giue laude vnto the Lotd, 
my (pint ſhall doe the ſame: 
And all che ſecretes of mine heart, 
| 2 yee his holy Name, 
2 Giue thankes to God, for all his giftes, 
ſhevy not thy ſelfe vakinde, 
And (uffer not his bene fices, - 


to ſlippe out of thy minde. 


3 Thit gaue thee pardon for thy faultes, 
and thee reſtorde 1 
For all 2 and fraile diſeaſe, 
and healde thee of 1 
4 That did redeeme thy life from death, 
| from which thou couliſt not flee; 
His mercy and compaſion both, 


| hee did extend to thee. 


5 That filde vvith goodneſſe thy defi, 
and did.p thy youth, 

Like as the Eagle cafteth her bill: 
vvhereby her age renueth. 

6 The Lord vvich Iuſtiee doth repay, 
all ſuch at bee oppreſt ; 

So that th * and their vyronges, 
are turned to the beſt; 


7 His vyayes and his Commandementes, 
to Moyſes hee did ſhov v: 

His counſels, and his valiant actes, 
the Iſraelites did nov. 

8s The Lord is kinde 
vvhen ſinners doe . 


Hee chid'ch nat v8 7 
: cho ah — of gle” 


Not 


Nor lceep*th 
for all our ſinneſull life. 


10 Nor yer according to our flanes, 


the Lord doth vs regard, 
Nor after our iniquitie, 
hee doth ys not reward. 


11 Butas wad. ; wondrous great; 


twilxt ea 


to them that doe him loue. 


and hcauen aboue: 
So is his goodneſſe much more large, 


12 God doth remoue our ſinnes from ys, 


and our oftences all: 
As farre as is the Sunne riſing, 
full diſtant from his fall. 


13 And looke what pitty parentes deare, 


vnto their children beare,. 
Like pitry beares the Lord to ſuch, 
as worſhip him in feare. 
14 Te Lord 
” our mould, and faſhion juſt, 


How weake and fraile our nature is, 


and how wee are but duſt, 


t made vs know our ſhape, 


15 And how the time. of mortall men, 


is like the withring hay: 
Ot like the Hure right 
that fad'th full ſoone away. 


16 Whoſe gloſſe and beauty ſtormy windes, 


doe vtterly diſgrace, 
And make 


ſuch bloſſomes haue no place. 


taire on field, 


17 Bur yet the goodnefle of the Lord, 


with his ſhall euer Rand: 


his tighteouſneſſt at hand. 
28 [ meane which k 
with all their whole de fire: 
And not forget to doe the thing, 
that hee doth them require. 


19 The heavens hi 


And by his power ＋ L, 
hee * e world. 
20 Yee Angels which are 
' praiſe yee and bleſſe 
M hich to obey and doe his will, 
| ly accord, 


Their childrens children doe receives 


his Couenant, 


are made the (cate, 
and foote- ſtoole of the Lord: 


in power 
e Lord, 4 


21 Yee noble Hoſtes and Miniſters, 


ceaſe not to laude him ills 
Which ready are to * 
his pleaſure will, 


22 Yea, all his workes in every place, 


— — 3 


Mine heart, nde, and eke my ſoule, 
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"our faultes in memorie, 


| That it to a Curtaine, 


| 


| 


So 


O 9 our 3 
o u appeire; 
gin glory, 
that great is thy fame, 
Honour and ma 
in thee ſhi moſt cleare. 
2 With light as a robe, 
thou haſt thee beclad, 
wa all the -_ 6 
ny may ice, 
The hs ſuch ſort, 
thou alſo haſt ſpred. 


compared may bee. 


3 His Chamber-beames lye, 
in the cloudes full ſure, 
Which as his Charers, 
are made him tb beare, 
And there with much ſvviftneſſe, 
X mpeg pe eu 
winges riding, 
” rid chats, 
4 Hee maketh his Spirices, 
as He to goe, 
And lightningesvo ſerue, 
32 preft, 
is vvi to IR, 
they runnet&and fro. 
To ſaue and conſume thinges, 
as ſeemeth him beſt. 


5 Hee groundeth the eart 
ſo firmely and faſt; 
That it once to 
none haue ſhall ſuch powers 
6 The deepe a fairecovering, 
Which 119 9 
the hilles would deuouie: 
7 Bur at thy rebuke. 
4 ny ning 
And fo giue due 0 
thy word _ 
Atthy voyce of thunder, 
ſo fearefull they bee. 
That in their great raging, 
they haſte ſoone ay. 


10 Hee fendeth the regt 5 
to ſtrong ſtreames or latkes, 
Which runne doe fallſwift, 
among the huge hilles. 
3 1 where both the wilde ies, 
: their thirſt oft-times lakes, 
And beaſtes of the mountaines, 
thereof drinke their filles. 
12 By theſe pleaſant ſpringes, 
ot fountaines full faire, 
T he foules of the aire, 
abide ſhall and dwell, 
Who moued by nature, 
to _ heere _ — 
Among the greene branches, 
their ſong ſhall excell. 


13 The mountaines to moiſt, 
the cloudes hee doth vſe, 
The earth with his workes, 
are wholy teplear. 
3 4 So as thebruite cattell 
hee doth not refuſe. 
But graſſe doth prouide them, 
and herbe for nun meare, 
15 Yea, bread, wine, and oyle, 
hee made for mans ſake. 
His face to refreſh, | 
and heattes to make ſtrong? 
16 The Cedars of Liban, 
this great Lord did mak. 
Which trees hee doth nouriſh, 
that grow vp ſo long. 


17 la theſe may birdes huilde. 
and make there theit neſt, 
Ia fire-trees the Qorckes, 
remaine and abide. : 
38 The high hilles are ſuccoures, 
for to relt, 
And cke the rockes ſtonie, 
for conies to hide. 
19 The Moone then is (ct, 
her ſeaſons to runne: 
The dayes from the nightes, 
thereby to diſcerne. 
And by the deſcending, 
alſo of the Sunne. 
The colde from the heat, (@ 
thereby wee doe learne, 


20 When darkenefſe doth come, | 
by Gods will and power, 
Then creepe fooxthdoe all, 
the beaſtes of the woode. 


21 The Lyons roaring, 
their pre le 
And yet it is thou, Loed, 


which giueſt them food. 

22 Aﬀoone as the n - . 

T g . 
o couch in t 

then are they full faine. 

23 That man doe his works may; 

65 righe doth require. 


7 o 
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Till night come and call them, 


— 


» + 
n 


| And cke pe 


to take reſt againe, 


2 4 How (andrie, O Lord, 
ate all thy workes found: 
With wiſedome full great, 
they are indeed wrought: 
So that the world all whole, 
of thy praiſe doth ſound, 
And as for thy riches, 
they paſſe all mens thought: 
25 So is the great ſea, 
* 5 large — and ne: 
ere thinges that creepe, ſvarme, 
and beaſtes df each ſon. 
26 There both mighty ſtups (ai 
ſome lye at roade. 
The Whale huge and monſtrous, 
there alſo oth ſport, 


27 Allchinges on thee waite, 

thou doeſt them relieve: 
And thou in due time; 

full well doeſt them feede. 
23 Now, when it doth pleaſe thee, 
== = 
ey 

thoſe chinges 


29 But ſore ate troubled, 
b if thou doing * face, 


For if thquchiis breath take, 
vile duſt then they bee. 


30 Againe when thy Spirit, 
rom thee doth proceede, 
All thinges to appoine, 
and what ſhall enſue, | 
Then are they cyeargd, 
as thou haſt decreede. 
And doeſt by thy goodneſſẽ, 
the dry earth renue. 


| 31 The praiſe of the Lord. 


for euer ſhall laſt; 
Who mayin his yyorlers, 
by right well rejoyce. 
3 1 His lookes can the Earth ke; 
to tremble full faſt, 
And likewiſe the mountaines, 
to ſmoake at his voyee. 


33 To chis Lord and God, 
fing will 1 alwayes, 
34 Tua em | mo certaive, | 
my wordes 
1 will eejoyce in him, | 
35 fiel, O Lord, 
conſume in thin iu. 


7 


them'roote out with ſhame; 
But as for my lc » ROW, 

let it ſtill dehfire, 

And ſay with the faithfull, 
praiſe yee the Lords Name. 
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O Praiſe yee the Lord, 
and call on his Name, 
Among the folke ſhewy, 
his noble workes wrought, 
2 Sing praiſes, ſing to him, 
to ſet foorth his fame, 
And talke ot the wonders, 
hee hath to paſſe brought, 
3 In his holy Name, 
rejoyce and bee light, 
And let their heartes joy, 
which ſeeke for the Lord, 
4 Seeke yee our God holy, 
his ſtrength and his might, 
His face tobehold ſtill, 
for euer accord, 


5 His marueilous workes, 
lceepe fixc in your minde, 
His ſignes and his judgementes, 
which hee by. mouth ſpake. 
6 Yeedſeed of his ſeruant, 
Abraham by kinde. 
And you ſonnes of laakob, 
whom hee his doth take. 
7 Hee is our Lord God, 


whoſe judgementes are known, 


Throughout all the earth, 
$ and hee aye certaine, 
His promiſe r dy 

once madeto his owne. 
Far thouſandes of ages, 

to bide and remaine. 


9 Th'agreement, I ay, 
with Abraham made, 
Which vnto [ſaalc, 
by oth: hee made ſure, 
10 Confirming to laakob, 
for a law and trade, 
And bonde to Iſrael, 
al to endure: 
31 Saying on this wile, 
to thee giue I ſhall ' 
As lot to enjoꝝ. 


11 And from 8 
— "Lid Walk 4 1 


| 
| 
| 
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But thus for their ſakes, hee 


15 


My Prophets moſt deate 
16 and on the Whole unh, 


A famine extreame then, 


eat kinges didjreprouce 
ouch not mine ointed, ' 
nor harme not at all, 


to come hee did call, 


Which vtterly ſtroyed, 


their ſtote whole with dearths 


17 Let ſent hee before, 


a man to prouide: 


Euen loſeph his one, 
in ſexuage way ſolde, 


1 $ Whoſe feete they in ſtocks held, 


yea, hee a long cide. 


With fetters of yron, 


was kept in ſure hold, 


19 Votill the time came, 


his cauſe ſhould bee knovyne, , 
And that the Lordes word, 
his patience 
20 Then ſent the king for him, 
and looſd him full ſoone, 


The head ofthe people, 
2 


his bands laid 


21 Who made him the lord, 
his houſe ouer all: 


And of his ſubſtance, 


the ruler and ſtay. 
2 1 That hee might his Princes, 
vnto his will thrall, 
And eke teach the Elders, 
of wiſedome the way. 
23 Then came Iſrael, 
into Egypt land, 
A ftrangerin Cham, 
laakob then abode. 
24 Where God did increaſe them, 
much like the ſea-ſand. 
And made them more mighty, 
than thoſe them with-Rood, 


25 Whoſe heartes hee did turne, 
his people to hate: 

And ſeeke by deceſt, 

his ſeruantes to abuſe, 

2 6 But then hee ſent Moſes, 
their cauſe to debate, 

And Aaron his ſeruants, 

2 

27 veto his foes 
his | _ 

His ſi and hi wonders, 

_ ot Ham in the land. 

2 8 Hee jdarkenelſe ſent down 

anddarke it 

And theſt not 0 


to doe his command. 


EET 


| Hoe flew all 


e 
_ 


OI 


30 and frogges made to breed, 
Even in their kinges Chambers, 
31 Then alſo ſpake hee. 
So lyce and fleas (warmtd, 
the land through indeed. 
32 Hee (ent on them haile; 
2 in ſtead of ſweete raine, 
And great flames of fare, 
their counttie throughout, 
33 Theit vines andtheir ſig- t eet, 
hee rake to their paine, 
And brake downe the trees all, 
theit coſtes round about, 


34 Hee ſpake hut the word, 

and ad, pxters ' rk cama, 
With hudge caterpillers, 

beyond all mens thought, 
35 The geaſſe they deuoured, 

that grew then in Ham, 
And 5 — ground all. 

y broug vato nougn 

36 Alſo the firſt-borne, = 

the land tough hee ſmote, 
Euen the beginning, 

of theit force and might. 
37 And with gold and ſiluer, 

brought foottk his owne lot: 
Awongſt whole tribes was not, 
one feeble in fight, 


33 Egypt rejoyced, 
when they went away, 
For why? vpon them, 
their feare then was fall. 
39 The Lord a cloud ſpred out. 
to guide them by day, 
And fire for to light th:m, 
the night ouer all. 
40 Theydi demande, 
and Quailes hee them (ent? 
And with bread from heauen, 
hee did hem ſuffice, 
41 The hard rocke hee opened, 
= 2 — on went: 
en thco tdry placcs, 
like floodes that ade riſe, 


42 For hee doth remember, 

his holy othe made: 

Vnto Abraham, 

Rais ſeruant moſt deare, 

43 And brought foorth his 
(that were with 1 

children, 

with joye and glad chearez 

A The H folkes land, 

to ihemi hte did gart. 
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— P his mercies dure for aye: 


And from the enemies 


PSALME cr. 
aiſe yee the Lord, for hee is good, 


2. Who can exprefle his noble actes, 
or all his praiſe diſplay ? 
3 They bleſſed are that judgement keepe, 
and juſtly doe alway : 
4 With fauour of thy people, Lord, 
re mee, I pray. 


And with thy ſauing health, O Lord, 
vouchſafe to vifite mee: 


5 That I the great felicity, 
of thine tet may fee. 


And with the peoples joy I may, 
ajoyfull mind poſt. fe: 

And may with thine inheritance, 
a glorying heart exprefſe, 


6 Both wee andcke our fathers all, 
haue ſinned euerie one: 

Wee haue committed wvickedneſſe, 
and lewdely wee haue done. 

7 The wonders great which thou, © Lord, 
haſt done in Egypt land: 

Our fathers though they ſaw them all, 
yet did not vndet ſtand. 


Nor yet thy mercies multitude, 
did ia thankefull minde, 
But at the ſea, yea, the redde ſea, 
rebelled moſt vnkind. 
$ Neuerthelefſe hee (aued them, 
for honour of his Name: 
That hee might make hie power knowne, 
and ſpred abtoad with fame. 


9 The redde ſea hee did then rebuke, 

and foorth- wittic was dryde: 

And as in wilderneſſe, ſc through, 

' the deepe hee did them guide. 

10 Hee ſaud them from the cruell hand, 
of their deſpitefull foe: 

hand hee did, 

deliver them alſo. 


1 1 The waters their oppreſſours whelm'de| 
not one was left aliue: 
1 2 Then they belecu'd his wordes, and praiſg 


au 


in ſonges they did him giue: 

13 Bot by ind by neckenbefalty, 
his workes they cleane forgat: 

And for his counſelt and his wall,. 
they did neglect to waite. 


the ſtay oF all iir truſt. c 
15 And then their witton minds dense 
hee ſuffred them to haue: 


. 9 9 
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4 6 Then when they lodged in their tentes, 
at Moſes they did grutch: 
Aaron the holy of the Lord, 
ſo did they -enuy mach. 
17 Therefore the Earth did open wide, 
and Dathan did. deuoure: 


And all Abirams c 
did couer in — 
1$ [n their aſſemblies kind led was, 
the hote conſuming fire: ! 
And waſting flame did then burne vp, 
29 U the hill o ey 
n idole calfe did frame: 


And there the molten image did, 
they worſhippe of theſame, 


20 Into the likeneſſe of a calfe,' 
that feedeth on the graſſe: 

Thus they their glorie turnde, and all 
their honour did deface. 

21 * 8 7 oy Sauiour, 
V ly they forgot: 

Which many great and mighty thinges, 
in Egypt land had wrought. 


23 And in the land of Ham for chem, 
moſt wondrous wor kes had donet 
And by the redde ſea dreadfull thinges, 
rformed long agone. 
23 Therefore, for their ſo ſhewing them, 
and yakind: 

To bring deſtruction on them all, 

hee purpoſde in his mind. 


Had not his choſen Moſes ſtood, 
betore him in the breake: 

To tume his wrath, left hee on them, 
with la ſhould him — 


24 They did 8 — o_ 
that hee ee 

Yea, and the wo had 5 
they did no ivhit — 


25 But i their tentes with grudging hearts, 
they wickedly repinde: 

Nor to the yoyce of God the Lord, 
they gaue an hear minde. 

26 There 8 lifred hee 
his ſtrong re aging Send 

Them to in wi — 

ere they ſhould (ee the land. 


27 And to their (cede, am i 
3 OR 
A e e WO 
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And is his ſo in-. kindled ral, 


| Whom they 


the vpon them Wes 
30 But Phineas ſtood yp with zeale, 
the finners vile-to y fa 


And judgementhee did — 


then the plague did tay. 


31 Tt was imputed vnto him, 
for righteouſneſſe that day: 


And from thence-foorth ſo counted is, 


from race to race for aye. 
32 At waters eke of Meribah, 
they did him apgrie make: 
Yea, ſo farre foorth that Moſes was, 
then puniſni for their ſake, 


3} Becauſe they vext his Spirit ſo ſore 
that in im 7 F 


His lippes ſpake vnaduiſedly, . 
oh 2 was ſo 


34 Nor as the Lord commanded them, 
they ſlew the people tho: 

35 But were among the Heathen mixt, 
and learnde their workes alfo.. 


36 And did their idoles- ſerue, whichwere, 
their ruine and decay? 

37 To fiendes their (vanes and daughters they 
did offer yp and ſlay. 

32 Thus with viikindly murthring knife, 

the guiltlefſe blood they ſpilt: 
Yea, their owneTonnes and daughters blood, 
Without all cauſe of guile. 


to-Canaan-idoles then, 
dffred with wicked hands 


And ſo with blood of innocentes, 


defiled was the land. 

39 Thus were they ſtained with the yorkes, 
of their ovvne filthy way: 

And with their owne inventions, 


a whoring did they ſtray. 


40 Therefore, againſt his e was, 
the L.onds Snark — : g 
And euen his owne i 
hee did abhorre 
41 Into the hands of Heathen men, 
hee them for a prey, 
And their foes their lords, whom they, 
yerd forced to obey. 


42 re their hatefull enetbiet, 
heb ths kn. * — 

And — — 
as ſubjectes 

43 2 


45 Hee calde to minde his Covenant, 
which hee to them had (wore; 

And by his mercies multitude, 
repented him therefote. 


46 And fauqur hee them made to finde, 
before the fight of thoſe: 

And led them caprine ftom their land, 
and earſt had beene th. it toes. 

47 Saue vs, O Lord, that att our God, 
ſaue vs, O Lord, vvee pray: 

And from among the Heathea folke, 
Lord, gather vs aways 


That wee may (ſpread the noble praiſe, 
of thy moſſ holy Name: 
That wee may glory in thy praiſe, 
and (ound abroad thy fame. 
The Lord the God of Iſtael, 
bee praiſed euermore: 
Tet all the people ſay Amen, 
praiſe yee the Lord therefore, 


PS$ALME CvInl, 
tae thankes vnto the Lord our God, 
for gratiqus is hee: 
And that his mercie hath none end, 
all mortall men may ſee. 
2 Such as the Lord redeemed hath, 
. withthankes ſhill praiſe his Name: 
And ſhew how they from foes were freed, 
and how bee wrought the (atne, 


3 Hee gathered them foorth of the land, 
that lay ſo farre about: 

From Eaſt to Weſt, from North to South, 

his hand did find them out. 

4 They wandred in the wilderneſſe, 
and ſtrayed from the Way: 

And found no City where to dwell, 
that ſerue might for their ſtay. 


— 


5 Whoſe thirſt and hunger was ſo great, 
in thoſe deſerns ſo voide, 

That faintn: ſſe did them ſore aſſault, 
and eke their ſoules arinoide. 

6 Then did they ery in their diſtreſſt, 
ynto the Lord for aide: 

Who did remoue their troublous ſtate, 
according as they praide. 


7 And by the way which was mdft right, 
hee led them like a guide. 
That they might to a citie goe, 
and there alſo abide. 
$ Let men therefore, before the Lord, 
confefſe his goodneſſe then: 
And ſhewthe wagndershat hee doth, 
before the (onnesof men. 
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PSALME CVIT. 
BL Suach as doe dwell in dat eneſſedee pe, 


Faſt bound to taſte ſuch troublous Rormes, | 


23 Such as in ſhi d bree bares, 
into dis hass cee: 13 


where they of death doe waite: 


as yron chaines doe threat. 


1 1 For that againſt the Lords one Words, 


they ſought ſo to rebell: 


Eſteeming light his counſels high, 


which doe ſo farre excel!, 


12 But when hee humbled them full low, 


then they tell downe with griefe: 


And nom was found ſo much to helpe, 


whereby to get reliefe. 


1 3 Then did they cry in their diſtteſſe, 


ynto the Lord for aide: 


Who did remoue their troublous ſtate, 


according as they praide. 
14 For hee from darknefſe out them brought, 
and from deathes dreadfull ſhade: 


Burſting with force the yron bandes, 


which did beſote them lade. 


15 Let men, therefore, before the Lord, 
confeſſe his cin dneſſe then, 

And ſhew the wonders that hee doth, 
betore the ſonnes of men. 

16 For hee threw downe the gates of braſſe, 
and brake them with ſtrong hand. 

The yron barres hee (motein two, 
nothing could him with-ſtand. 


17 The fooliſh folke great plagues doe feele,! 
and cannot From them wend: 

But heape on moe to thoſe they haue, 
becauſe they doe offend. 

18 Their ſoule ſo much did loath all meat, 
that none they cou'd abide: 

Whereby death had them almoſt caught. 

as they full truely tride. 


19 Then did they cry in their diſtrefle, 
veto the Lord for aide: 

Who did remouetheir troublous ſtate, 
according as they praide. 


| 20 For hee then ſent to them his word, © © 


which health did ſoone reſtore, 
And brought them from thoſe dangers deepe, 
wherein they were before. | 


2 1 Let men, therefore, before the Lord, 
confeſle his xindneſſe . 
And ſhew the Wonder that Hee Ach, 
before the ſonnes of wen. 
2 2 And lt them offer ſuctiſiee, 
with thankes, and alfo feare: 
And ſpeake bf all his wondrous workes,' 
with glad and joyfull cheare. 


- 


. 


Their merchandiſe toit fearefull foods; 
20 compaſſe and to : 
24 * 49 
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